co 


WE APPRECIATE SUCH LETTERS 
AS THIS ONE 


“T desire to thank you personally 
for the copy of the Convention 
Issue of THE Hospirat Buyer. It is 
a worthwhile copy and I congratu- 
late you upon the fine magazine 
you are putting out. It is_thor- 
oughly appreciated, I assure you.” 


(From one of the best known hospital superin- 
tendents in the United States.) 
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One of your Journals prints: 


“The Medical Protective Company of Fort Wayne, 
Ind., is regarded by shyster lawyers who bring mal- 
practice suits against doctors, about as the Pinkertons 
are regarded by absconding cashiers who seek hidden 
places after they make embezzlements. Except for the 
reputation this Company has made in the defense of 
physicians and dentists there would be many times as 
many malpractice suits as there are, and yet there are 
enough of them. 


The protection alone to one’s reputation is worth the 
cost of a policy issued by the Company.” 


One of your Colleagues wrote: 


“This is one of the times when words fail to express 
the satisfaction of my feeling for the Medical Protec- 
tive Company. It makes me feel as one does when 
great sorrow overtakes you, and along comes a person 
that was only given passing consideration previously, 
and he aids you with money, gives you advice, consid- 
eration and sympathy. 


The Medical Protective Company of Fort Wayne has 
proven the old adage ‘“‘A Friend in Need Is a Friend 
indeed.” 
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Always the leader— ° 
Now this improvement m er 
Improved 
Surgeons’ 
Gloves 


Thirty years ago—the 
seamless surgeons’ glove, 
originated and produced 
by Miller. 


wh Today—First improve- 
ment. Note the new 
shape guaranteeing no 
strain at finger tips. No 
binding of joints. No 
fatigue during the most 
tedious operation. 


THE MILLER ERG) RUBBER CO. 
of New York Akron, Ohio, U. S. A. 


NONE GENUINE WITHOUT THIS TRADE MARK 


Dependable— 
Efficient— 
Easy to Operate— 


The 
American 
Prim Press 


The Press without a 
foot-pressure treadle, 
electrically operated. 
It reduces labor 
turnover. 


Full details upon re- 
quest. 


THE AMERICAN LAUNDRY MACHINERY CO. 


NORWOOD STATION, CINCINNATI, OHIO 


Canadian Factory British Sales Ageney 
The Canadian Laundry Machinery American Laundry Machinery 
‘o., Ltd. Co., Ltd. 
47-79 Sterling Road 36-38 Victoria Street 
Toronto, Ontario London, S. W.-1, England 
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No. 1. ‘‘Every one who goes through our Hospital is attracted by the Fearless and 
is much interested in its operation.’’ ’ 

No. 2. ‘‘We have had a Fearless for 6 years, and have not spent $5 on it. If it 
— as heretofore, we shall have it forever. It ought to run everything else off the 
market.”’ 

No. 3. “‘After investigating all dishwashers, I am firmly convinced the Fearless 
machine is the most satisfactory machine for Hospital purposes.’’ 

No. 4. ‘‘The Fearless is strictly sanitary, saves time and reduces breakage 50%. 
It does hard work and has not cost us a penny for repairs, nor given us a moment of 


trouble. 
HUNDREDS OF OTHERS SAY THE SAME 
You, too can accomplish the most work at the least expense by installing the 


SYSTEM 


Write us and find out why it doesn’t cost much to buy and not much to operate. 


FEARLESS DISHWASHER CoO., INC. 
“Pioneers in the Business” 
175-179 M Colvin St. Rochester, N. Y., U. S. A. 


Branches at New York and San Francisco. 
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Hospitals have a 
three-fold need for 
RECO mixer. In the bak- 
ery, the kitchen, and the dieti- 
cian kitchen and being portable, 
it can be used by all three to 
lower overhead expense, by sup- 
planting the work of from one to 


ELECTRIC COMPANY 


2634 W. CONGRESS ST. 


New System of Mixing 
and Preparing Foods 
in the Hospital —— 


Think of mashing three pecks of pbdtatoes in 
three minutes. Not merely mashed, but whipped 
up into the most appetizing and digestible form, 
That gives an idea of the time, work and money 
that can be saved by using the 


KL Food Mixer 


For years, up-to-date restaurants have been using 
electrically operated mixers to mix cake dough, 
mash potatoes, prepare purees, strain soups, beat 
eggs, cream, meringues, 


three helpers. When help is short, 
RECO becomes indispensable. 

The RECO costs but $140.00. Pays 
for itself in few weeks. 

Write for booklet showing the 
many uses to which you can put 
the RECO in your hospital. 


CHICAGO, ILLINOIS 


Anatomical Charts 


for the 
Nurse Training 
Department 


Those attending the Milwaukee 
meeting of the A. H. A. will have 
an opportunity to personally inspect 
the finest and most accurate ana- 
tomical illustrations ever published 
known as the 


AMERICAN FROHSE 


LIFE-SIZE 


ANATOMICAL CHARTS 


If not attending the convention, 
send for booklet No. B103. 


A. J. NYSTROM & CO. 


2249 CALUMET AVE. 
CHICAGO, ILL. 
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~ 
i ut Your SS EFORE you order your 
S next lot of printed rec- 
Ss ords, ask us whether we = 
~ 


+ 
have a stock form covering the subject. = 
OC. 
Prin ting S Stock forms are fast replacing speciab 
~ 


printing in hospital work because they = 

\ cost % or %. Stock records are approved = 

Ss by leading organizations. You have these = 

Oo S ts Nn SS groups to select from when you purchase = 
Ss stock forms from us: = 

S American College of Surgeons Forms = 


~ 
Ss Twenty-two Clinical forms covering every 
a ZZ detail of case history. Ss 
SP. R. Hospital Records SS 
Fifty record forms covering professional 
Ss service. Efficiency thoroughly tested. Ss 
= Bell Training School Records SS 
Ss Nineteen forms. Devised by Miss Alice F.S 
S Bell. The only Training School System onwY 
~ 
~ the market. SS 


SP. R. Bound Hospital Books S 
SS Patients Registers, Operating Room Books, \ 
Delivery Room Books, Training School 

S Records, etc. Bu 
American. Hospital Association Forms 


~ 
¢ Purchase and Issuance System and miscel-S’ Stock 
S laneous forms. We furnish any of this 
~. 


large series. Forms— 


~ 
e 
$Physicians’ Record Co.$ They 
Hospital Department Mean 
509 S. Dearborn St., Dept. J. Chicago> 


Classified ‘Index of Advertisers 


Anesthesia Apparatus 
Toledo Technical Appliance Co... 


Anatomical Charts 
Nystrom, A. J., & 


Baby Garments 
Earnshaw Sales Co. ...... 


‘Beds and Metal Furniture 
Smith & Davis Mfg. 


Books 
American Medical Association ... 


Dishwashing Machines 
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Uniforms 


No. 761—Cape No. 1763—Dress No. 1716—Dress 
No. 1945—Dress 


No. 761—Cape, Serge, flannel lined (3 lengths) $11.75 to $13.50 
No. 1763—White Uniform, Cambric................. 4.75 
No. 1945—White Uniform, Heavy Linene..........:.. 6.50 
No. 1716—Colored Dress, Gingham.............$3.00 to 5.50 


Complete Outfits—Ready-to-Wear and Made-to-Order 
Special Prices to Institutions Send for Catalog ‘““H-B”’ 


NURSES OUTFITTING ASS'N, Inc. 


425 FIFTH AVENUE (at 38th Street) NEW YORK 
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Behavior of Stanolind 
Liquid Paraffin 


to Intestinal Toxins 


R. J. H. KELLOGG, in the New York 
Medical Journal, states that “One of 
the very interesting features of the 

many sided activities of liquid petrolatum 
(Liquid Paraffin) is its behavior toward in- 
testinal toxins. 


“These toxins are of bile acids and alkaline 
wastes, excreted by the intestinal mucous 
membrane, and of a great variety of ptomaines 
and toxins produced through bactericide 
action in the colon and small intestine. 


“In cases of incompetency of the ileocaecal 
valve, it (Liquid Paraffin) is a highly active 
solvent and readily dissolves these waste and 
poisonous substances, many of which are more 
soluble in liquid petrolatum (Liquid Paraffin) 
than in water. This oil, itself not absorbable, 
thus takes up a very considerable portion of 
these toxins and prevents their absorption.” 


Stanolind Liquid Paraffin (Heavy) being of 
unusually high viscosity passes slowly through 
the entire length of the alimentary canal 
and is sufficiently retarded in its action to 
permit a very complete absorption of these 
intestinal toxins. : 


Stanolind Liquid Paraffin (Heavy) is a new 
medicinal petroleum product, having a vis- 
cosity of 300-310 Saybolt at 37.7 degrees C 
(100 degrees F); specific gravity — 0.891-0.895 
at 15 degrees C (59 degrees F), and is meeting 
the especial need of those physicians who, pre- 
vious to its introduction, avoided mineral oils 
of domestic origin. 


Stanolind Liquid Paraffin 


(Heavy) TASTELESS—ODORLESS— COLORLESS 


Produced by 
Standard Oil Company (Indiana), 910 South Michigan Avenue, Chicago 
3185A 
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After Careful Investigation 


Holsteins Were Chosen 


—And Holsteins Proved Best 


MODERN WOODMAN OF AMERICA 
SANITARIUM FOR TUBERCULOSIS 


DENVER, COLO. 


Oct. 17, 1923. 

“Many years ago the Executive Council of the Modern Wood- 
man of America made a very exhaustive study as to the kind 
and quality of milk that should be used by an institution of 
this kind for the treatment of tuberculosis, and the information 
secured by them was very conclusive that Holstein milk was the 
best that could be used by tuberculous patients, in which its 
richness was just of the proper quality and the quantity of the 
milk produced per cow_was so much more than other breeds that 
they felt this cow was particularly adapted for institutions of 
this kind. 

“Our experience during the past years has proved they were 
correct and we have found this milk very beneficial to our 
patients. Our opinion of the Holstein cow is that there is no 
other breed her equal, and I am pleased to give you our ex- 
perience in regard to this matter.’—Signed, C. F. Louderback, .- 
Business Manager. 

_ The Modern Woodman herd numbers at the present 
time——mature cows and calves—135 head. Holstein 
milk tests between 3.25. and 3.75% fat. 


Full Information Gladly Given Upon Request 


EXTENSION SERVICE 
The 
Holstein-Friesian 
Ass’n of America 


227 E. OHIO STREET 
CHICAGO, ILL. 


Please say you saw this ad in THe Hospitat BUYER 


9 
5 
4 
ae 
= 


10 


THE HOSPITAL BUYER November, 1929 


a, 


Stop Hunting and FIND 


the Information You Want 
through the 


Quarterly Cumulative Index 
to Current Medical Literature 


a, When You Have a Baffling Case— 


oe When You Want to Know the Latest 


Scientific Methods of Treatment— 
When You Need All the Data Available 


on One Particular Subject— 


You will find the Quarterly Cumulative Index to Cur- 
rent Medical Literature a satisfactory help. An alpha- 
betical compilation of references to all worth-while con-. 
tributions appearing in 255 foreign and domestic journals. 
Articles are easily located by means of the double index— 
author and subject. Also gives name of journal, pub- 
lisher’s name and address. 


How the Index Helped One Institution 


“To be up-to-date means investigation and that system- 
atized. Daily we are all called wpon to investigate some 
new form of therapy. Our own institution interested in 
the study of malignant conditions has found the Cumula- 
tive Index of invaluable service. It has been the founda- 
tion upon which we have been inspired to build a complete 
library.” 

For the specialized institution, seekiwg all possible knowl- 
edge on one particular subject the Index is especially 
adapted. Is your hospital or 
sanitarium using the authen- 


tic, time-saving service the In- 
dex offers? 


Issued Four 


Times a Year 


Each number contains all previous | 

references. Last number bound in 

cloth for permanent use. | 

Subscription price, $6 per year, for- 

eign postage, 50 cents extra. 

Descriptive Literature Mailed 
Free on Request 


AMERICAN 
MEDICAL 
~ ASSOCIATION 


535 N. — St., Chicago 


Please say you saw this ad in THE HospitaL BuYER 


DeW 


Busine. 


Volut 


of me 
try, an 
claim 

The 
Unive: 
the Cc 
tistry | 
are a 
medic 
and p: 

“Th 
today, 
says ] 
the Il 
to tra 
tors 
men t 
medic 
one 
allevic 
the 
A go 
only 
but a 
thus 
tate \ 
under 
to in 


new 


r 
i 
| 
r 
4 
N 


DeWitt CLoucH 
Business Manager 


The Round Table Magazine of the Hospital Field 


100% Cireulation 


Devoted to All Departments of Hospital Buying 
THE HOSPITAL BUYER CO., Inc. 


WeEtpon C. Dretricu 
Advertising Manager 


4739 RAVENSWOOD AVE., CHICAGO, ILL. 


G. G. Place, Contract Agent, 1712 Montrose Ave., Chicago. 
New York Representative: H. A. Gould, 31 E. 
St. Louis Representative: Roy M. Edmonds, Arcade Bldg., St. Louis, Mo, 


17th St., New York, N. Y. 
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ter in the country, is 
wate also the greatest center 
of medical education in the coun- 
try, and perhaps in the world? So 
claim many authorities. 

The Chicago departments of the 
University of Illinois—comprising 
the Colleges of Medicine and Den- 
tistry and the School of Pharmacy, 
are an important part of this 
medical hub. They are growing 
and progressing rapidly. 

“The College of Medicine has 
today, two outstanding objects,” 
says Dean A. C. Eycleshymer of 
the Illinois College. “The first is 
to train men to become good doc- 
tors while the second is to prepare 
men to become good teachers in 
medical college. A good doctor is 
one whose work is not only the 
alleviation and cure of disease but 
the prevention of disease as well. 
A good teacher is one who not 
only reproduces the known facts 
but also produces new facts and 
thus adds to the known. To imi- 
tate whatever has been well done 
under well defined conditions and 
to initiate new procedures when 
new conditions arise are the cen- 


~The University of Illinois Medical 
Department 


tral thoughts which Illinois Col- 
lege of Medicine is being built. 

“The growth of the College of 
Medicine of the University of Illi- 
nois has been analogous to that of 
other medical colleges,” comments 
Dean Eycleshymer. “It found it- 
self upon growth and expansion, 
to be too expensive to be forever 
fondled and nourished by loving 
parents in private homes. Hence 
the present College of Medicine, 
born in privacy in 1882, existed as 
the College of Physicians and Sur- 
geons until in its later childhood, 
in 1897, when it was placed under 
the guardianship of the University 
of Illinois. 

“In 1912 it broke away from its 
guardian but was soon reclaimed 
and in 1913 was legally adopted 
and rechristened. Today as it 
looks forward, surveying the ade- 
quate hospital, clinical facilities 
and laboratories, now under con- 
struction, it is assured of its long 
hoped for maturity.” 

The Illinois Project 

In the Illinois state administra- 
tion of Governor Lowden, with 
Honorable Charles H. Thorne, Di- 
rector of Public Welfare, the Gen- 
eral Assembly in 1919 appropriated 


D 
| 
O you know that Chicago, 
the greatest railroad cen- 


0@ 


? 


12 THE HOSPITAL BUYER 


November, [9% 


cor 
TW 


BIBEABEM LABORATORY & 


Research Laboratory and Library, of the College of Medicine, University of 
Illinois, Chicago, Ill 


about one diiten dollars to the 
State Department of Public Wel- 
fare for the construction of a 
group of educational hospitals in 
the city of Chicago. At the same 
time the General Assembly appro- 
priated $300,000 to the University 
for the construction of a clinical 
building. The General Assembly 
of 1921, in the administration 
of Governor Small, with Judge 
Chauncey H. Jenkins, Director of 
Public Welfare, endorsed the plan 
by appropriating about a million 
dollars more to the State Depart- 
ment for finishing these educa- 
tional and research hospitals and 
$500,000 to the University for a 
research laboratory and library. 
A Co-operative Plan 

The State Department of Public 
Welfare and the State University 
have agreed upon a plan of co- 
operation for the organization and 
administration of these hospitals. 
Briefly put, the State Department 
of Public Welfare will administer 
the hospitals, but the professional 
staff will be supplied from the 
faculty of the Medical College of 


the University and by the Uni- 
versity. 

The hospitals laboratorie 
will provide medical treatment for 
the indigent sick of the State 
within the limits of their capacity; 
will give young men and women 
training in a medical education; 
will help practising physicians of 
the State to keep in touch with 
the latest and best methods of pre 
venting and curing disease; wil 
seek to determine the causes of dis 
ease, and, on the basis of acquired 
knowledge, to institute preventive 
measures. 

To the practitioners of medicine 
in Illinois, as well indeed as i 
other states, this plan when per 
fected will give unequalled oppor 
tunities for further study and re 
search. It should become the cet 
ter for post graduate study for 
medical men to keep them in touch 
with the progress of their profes 
sion. 

A Great Enterprise 

“The plan is a great one, worthy 
of the people of a great State, 
says Dr. David Kinley, president 
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of the University. “It is one of 
the most enlightened enterprises in 
pehalf of the public health that 
has ever been undertaken by any 
government. The support of the 
enterprise given by two successive 
state administrations reflects credit 
upon both.” 

At the Dispensary of the College 
of Medicine, containing ten depart- 
ments, more than thirty thousand 
treatments were given last year. 

Registration and payment of 
fees in the Colleges of Medicine 


‘and Dentistry and the School of 


Pharmacy in Chicago, was held on 
Monday, October 1, and the in- 
struction for the semester’s work: 
began on Tuesday, October 2. 

Registration in the College of 
Medicine showed a full quota. 
The number in each class is lim- 
ited to 100 students with the ex- 
ception of the junior class, which 
was increased to 125 this year. 
Registration in the College of 
Medicine totalled 420; in the Col- 
lege of Dentistry, 234; and in the 
School of Pharmacy, 390. This 
would make registration in the 
Chicago Professional Schools of 
944. 


While the majority’ of the stu- 
dents are from Chicago and vicin- 
ity, nearly every part of the state 
is represented. Fewer than usual 
are from outside of Illinois owing 
to the operation of higher educa- 
tional requirements as well as in- 
creased fees for students coming 
in from outside the state. 

The School of Pharmacy has the 
largest attendance of any school 
of pharmacy west of Pennsylvania, 
and ranks sixth among the seventy 
schools of pharmacy of the United 
States in respect to the size of its 
classes. 

The enrollment in the College of 
Dentistry, Chicago department of 
the University of Illinois, shows a 
slight increase over that of: last 
year. Thirty freshmen have al- 
ready registered and several more 
are expected to do so before the 
middle of October. 

The enrollment today shows an 
increase of seven students over 
that of last year and the enroll- 
ment of last year’s freshmen 
showed an increase of six students 
over that of the previous year, 
thus proving that the College is 
gradually getting back to normal. 


Research and Educational Hospitals of the State of Illinois as the group will look 
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The fact that pre-dental course is 
required before entering the dental 
college, is the cause for the small 
enrollment. 

Research Work 

In the laboratory of physio- 
logical chemistry of the College of 
Medicine in addition to the rou- 
tine teaching, investigative work 
has been carried out during the 
last year along the following lines: 
a series of investigations on per- 
meability of the cell, fractionation 
of blood proteins, in which studies, 
some new facts were found con- 
cerning some of these substances, 
factionation of bacterial proteins 
(under a grant from the American 
Medical Association) a metabolic 
study and a series of vitamine 
studies. 

The second volume of studies 
from the laboratory appeared last 
spring. 

In an out of the way corner, on 
floor two-and-one-half in the Col- 


lege of Dentistry, there is a room 
that is the object of much interest. 
It is the photographic studio. It 
is an up-to-date, artificially lighted 
studio, with 1000 Watt lamps, spe- 
cial intensifying reflectors, a grey 
clouded background, and a camera 


fitted with a very fine lens. With 
this lens one can do many types of 
photography, and there is ample 
opportunity here disply its 
adaptability ; to date, ten depart- 
meénts of the College have had 
photographic service. 

Everything of pathological in- 
terest that comes under the obser- 
vation of the instructors of the 
different departments is referred 
for portraiture; and valuable rec- 
ords are being compiled. There 
are pictures of many subjects— 


éverything of interest from the -, 


ental standpoint. In the series 
are tumor cases from oral sur- 
gery, caries, malocclusions and so 
on down on exhaustive lists. 


AN UNUSUAL BOOK Op. 
PORTUNITY 


Here is a remarkable oppor 
tunity to secure, at a nominal on 
lay, five books which will not only 
interest you but will attract, ep. 
thuse ‘and stimulate the children 
(especially those of high-school 
age) as well. 

If you wish to take advantag 
of this rare chance, send a check 
for $2.50 to the Prize Essay Com. 
mittee of the American Chemicy| 
Society, Munson Bldg., New York 
City. This set consists of the fol. 
lowing books: 

The Riddle of the Rhine (Lefe. 
bure) 

Life of Pasteur (Valley-Radot) 

Creative Chemistry (Slosson) 

Discovery, the Spirit and Sery- 
ice of Science (Gregory) 

The Future Independence 
Progress of Medicine in the Age 
of Chemistry. 

These same books, bought in arly 
bookstore, would cost $13.00. Mr, 
Garvan of The Chemical Founda. 
tion is distributing them at cost in 
connection with the prize egsay 
contest being conducted by the 
American Chemical Society to in 
crease interest in chemistry among 
high-school students. A set of 
these books is being sent to every 
high-school in the country free, 
but in order to get the doctors 
interested in the contest’ and in 
chemistry, Mr. Garvan is offering 
it to the medical profession at 
the price quoted. 

We suggest that every hospital 
buy a set of these books. It would 
be an inspiration. Some time,we 
want to tell you about Garvan’s 
great prize contest, which will 
carry with it, besides valuable 
cash prizes to students, an opjor- 
tunity to win scholarships in Yale, 
Vassar and other great educational 
institutions. 
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BLEACHING SPONGES 


Make a solution of 90 grains of 
potassium permanganate in a pint 
of water. The sponge to be 
treated should first be freed from 
sand and other gross impurities, 
then soaked in the permanganate 
solution for 15 minutes, wring out 
occasionally, and replacing in the 
liquid. It is then removed and 
washed in clean water until the 
latter runs off colorless. The 
sponge is wrung out again and 
placed in a solution of sodium 
hyposulphite containing 1 oz. of 
salt to the pint; to every pint of 
this solution 1 fl. oz. of hydro- 
chloric acid diluted with 4 oz. of 
water is added. The sponge is 
kept immersed in the liquid for 
15 minutes; it should be fre- 
quently expressed and _ replaced. 
Finally, it is removed, thoroughly 
washed, and dried. If necessary, 
the treatment may be repeated. To 


prevent the sponge turning yellow 
when dry, it is sometimes recom- 
mended to dip it in a solution of 
160 grains of sodium bicarbonate 
in a gallon of water. Bromine, 
it is said, also acts well. It is 
used in the form of bromine’ water, 
in which the sponge is kept im- 
mersed for a few hours, then with- 
drawn and immersed in a fresh 
quantity of the bromine water, 
wrung out, dipped in a weak solu- 
tion of sulphuric acid, washed 
with water, and finally dried in 
the sun. — Jndian and Eastern 
Druggist. 


CONSISTENT TO THE LAST 
The great banker lay on his 
deathbed. Many friends gathered 
about his bed. The attending 


physician whispered, “I fear he is 
nearing the Great Divide.” 

“Tell them not to divide till I 
get there,” whispered the dying 
_man.—Flours at Powers. 
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Editorial 


NEW OFFICERS OF THE 
AMERICAN HOSPITAL 
ASSOCIATION 


Congratulations are extended to 
the following officers elected at 
the recent Milwaukee meeting of 
The American Hospital Associa- 
tion. Only one slate was submit- 
ted by the nominating committee 
and this was received with enthus- 
iasim by the visiting delegates. 

President-elect: E. S. Gilmore, 
Superintendent, Wesley Memorial 
Hospital, Chicago. 

First vice-president, J. B. Frank- 
lin, Baylor Hospital, Dallas,Texas. 

Second vice-president: Dr. C. W. 
Munger, Blodgett Memorial Hos- 
pital, Grand Rapids, Mich. 

Third vice-president: Miss 
Emily J. Loveridge, Good Samar- 
itan Hospital, Portland, Ore. 

Treasurer: Asa S. Bacon, Pres- 
byterian Hospital, Chicago. 

Trustees (Vote for two): Miss 
Alice P. Thatcher, The Christ 
Hospital, Cincinnati, Dr. A. K. 
Haywood, Montreal General Hos- 
pital, Que. 


THE EXHIBITORS’ ASSO- 
CIATION 


Much credit for the success of 
the 25th Annual Hospital Confer- 
ence, particularly its exposition 
features, is due The Exhibitors’ 
Association of which Mr. B. A. 
Watson is Chairman. This Asso- 
ciation has worked very closely 
with the American Hospital As- 
sociation with the very evident 
result that the exhibitors are here 
not only as representatives of their 
respective firms but as a real and 
integral part uf the conference. 

The Association held its first 
Annual meeting Tuesday evening. 
Dr. Warner in an address in which 


he stated that many of the inter- 
ests of the exhibitors and of the 
Hospital Association were common 
interests, won hearty applause. 

By unanimous vote the Associa- 
tion continued in office for next 
year its present Executive Com- 
mittee consisting of the following 
members: 

B. A. Watson, Chairman, Cres- 
cet Washing Machine Co., Chi- 
cago, Ill.; Paul Esselborn, Vice 
Chairman, The Century Machine 
Company, Cincinnati, Ohio; J. N. 
Myers, The Macmillan Co., New 
York City; Edward Johnson, Sec- 
retary and Treasurer, Meinecke & 
Co., New York City; L. C. Walk- 


er, Asst. Secy.; H. W. Baker 
Linen Co., New York City; J. E. 
Hall, American Sterilizer Co., 


Brie, Pa; Hi. Kaufman... 
Kaufman & Co., Boston, Mass. 


MILWAUKEE MEETING A 
GREAT SUCCESS 


The Twenty-fifth Annual Con- 
ference of The American Hospital 
Association, which was held in 
Milwaukee, October 29 to No- 
vember 2, was the most successful 
meeting in the history of that or- 
ganization. 

The general sessions, as well as 
the round table discussions, were 
well attended and most helpful. 

A feature of the Conference was 
the Exposition of hospital equip- 
ment and supplies. Two acres of 
space devoted to Exhibits marked 
the advance of hospital develop- 
ment. 

A list of the Exhibitors appears 
in this issue. 

Many hospital superintendents, 
buying Executives and nurses, vis- 
ited The Hospital Buyer Booth 
and expressed their appreciation of 
this helpful little magazine. 
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HOSPITAL ASSOCIATION 
ACTS TO KEEP NURSING 
ON A PROFESSIONAL 
BASIS 


Because the National Personnel 
Reclassification Board has placed 


‘nurses in Government hospitals in 


a non-professional classification the 
Committee on Resolutions of the 
Association will present the fol- 
lowing resolution this afternoon 
and recommend its adoption by the 
Association : 

Whereas, It is a recognized and 
important function of Hospitals, of 
which this Association is the or- 
ganized representative, to establish 
and maintain Schools of Nursing 
which shall provide ‘professional, 
scientific and technical training in 
methods of caring for the sick and 
cooperating with the medical pro- 
fession in preserving health and 
saving lives, and to constantly en- 
deavor to place nursing service in 
a condition of highest efficiency 
and to that end to represent to wo- 
men of intelligence and capacity 
that the education thus offered will 
enable them to pursue a career of 
high opportunity and_ responsibil- 
ity, carrying with it the honor and 
respect of all people, and 

Whereas, The obligations of a 
nurse to the patient, to the medical 
profession and to any public sery- 
ice in which she may engage are 
such as to require a high sense of. 
professional duty which can not 


_ be inculcated by monetary reward, 


and 

Whereas, It is essential to Hos- 
pitals that such sense of profes- 
sional obligation shall continue and 
abide with all nurses in their em- 
ploy and equally essential to the 
employment of nurses in any public 
or private service, 

Now, Therefore, Be it Resolved: 

That the representatives of Hos- 
pitals in the United States, here 
assembled in convention of the 
American Hospital Association, do 


urge upon all representatives and 
agencies of our government that 
nurses, properly accredited as such 
by duly constituted authorities, 
shall be recognized as belonging to 
a profession rather than a trade or 
occupation, and further, 

That we do most emphatically 
protest, on account of our own 
needs and for the welfare and 
safety of the people in general, 
against any rule, regulation, en- 
actment or classification which 
shall place such nurses in a lower 
position than that which they have 
long and universally and justly oc- 
cupied ; 

And be it further Resolved, 
That the Executive Secretary be 
instructed to forward copies of this 
Resolution to the Personnel Classi- 
fication Board established under 
Chapter 265 of the Act of the 
Sixty-seventh Congress and to the 
American Nurse’s Association, and 
in the event of any attempt to 
make any classification or to pro- 


cure any legislation contrary to the. 


spirit and meaning of this resolu. 
tion, to take such action as the 
Trustees of this Association may 
find expedient to inform our repre- 
sentatives in Congress and other 
persons in authority with regard 
hereto. 


A STANDARD BUILDING 
CODE FOR HOSPITALS 


An investigation recently con- 
ducted by a committee of the Ohio 
State Hospital Association devel- 
oped the fact that Ohio is the only 
state which has a building code 
for hospitals, and that in many 
respects this code is not elastic 
enough to meet the constantly 
changing needs of hospital con- 
struction. The matter is farther 
complicated by the fact that most 
large cities have building codes 
which conflict to some extent with 
the State code. 

The committee ascertained that 
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out of forty-one states from which 
replies were received, no state ex- 
cept Ohio had a mandatory code. 
A supervisory provision is made 
in several states under the State 
Department of Health notably in 
Colorado, Massachusetts, New Jer- 
sey, New York and Pennsylvania. 
Nothing of importance was re- 
ceived in the replies from the large 
cities to which inquiries were sent. 

Architects and consultants were 
asked the following questions: 

1. Is not the Ohio State Build- 
ing Code in reference to hospital 
‘requirements too specific? 

2. Does the Ohio State Building 
Code require unnecessarily expen- 
sive building schemes? 

3. Could not a commission of 
men versed in hospital manage- 
ment approve or disapprove each 
hospital plan on its merits? 

The answer to the first question 
by the majority of architects in- 
dicates that the Ohio code like 
most codes is entirely too specific 
and drastic. 

The answers to the second ques- 


tion indicate that the code also 


required unnecessarily expensive 


building schemes. 


The answer to the third question 
has to take into account the fact 
that a building code enacted by 
any legislature becomes a_ rigid 
law, and while this law should 
rightly deal with structural regula- 
tions essential to public safety, it 
seems fairly impossible for a rigid 
law to set forth any set of regula- 
tions that: should be considered 
conclusive in the matter of hos- 
pital planning. 

A hospital should be planned so 
it can be built at a minimum cost 
consistent with recognized safety 
standards, and standards of good 
hospital technic, all, of course, con- 
sistent with good architecture. 
The planning of a hospital is a 
growing and changing conception 
which must not be hindered by un- 


- scientific restrictions in the build- 


ing; it must be progressive as the 
standards of hospital work are 
progressing. 

The majority of answers to the 
third question was that it was 
probably necessary to have a State 
Code sufficiently detailed to com- 
pel at least that the fundamentals 
of hospital construction, as to 
safety, sanitation and permanence 
be included. Then, that a commis- 
sion of hospital administrators or 
experts on other matters of plan- 
ning, involving the technical phases 
of adequate hospital services, 
should pass upon the plans. 

In reply to the questionnaire, 
Doctor Goldwater of Mount Sinai 
Hospital, New York, wrote, “I 
think it would be an excellent 
thing to persuade the American 
Hospital Association to bring to- 
gether a group of experienced hos- 
pital superintendents, hospital ar- 
chitects and state and municipal 
hospital authorities with a view to 
framing a standard building code 
that would be suitable for adop- 
tion throughout the country. © 

“T shall present this suggestion 


to the trustees of the Association, 


and hope that action may be 
taken.” 

The Committee of the Ohio 
Hospital Association therefore rec- 
ommended that the State of Ohio 
should have a code of minimum 
requirements for hospital build- 
ings, but that this code should be 
so written that the inspection of 
hospital buildings or the approval 
of the plans for hospital buildings 
should be based upon a correct un- 
derstanding of the conditions sur- 
rounding each hospital, and approve 
the same upon its merits. 


“A laugh is worth a hundred 
groans in any market.”—Charle 
Lamb. 


Success don’t konsist in’ never 
makin’ blunders, but in never mak- 
in’ the same one_ twict,—Josh 
Billings. 
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The Postmortem Room of a Modern 


German Hospital 
By EDWARD AHLSWEDE, M. D., and WERNER BUSCH, 


M. D., D. Nat. Sc., 

ODERN views have done 
away absolutely with the 
aq old-time arrangement of 
Mw the autopsy room. At 
first sight, a layman might con- 
ceive the idea that he was in an 
operating room. For dissecting, 
light is required; much light. The 
anatomist may demand that he and 
his assistants be protected as much 
as possible against infection with 
streptococci and other germs. 


In this respect, much neglect had — 


prevailed during the war-time 
when there existed so great a de- 
ficiency of rubber gloves, soap and 
disinfectants. Cases occurred where 
’ the students were obliged to dis- 
sect septic corpses without gloves, 
and to submit, at the same time, to 
examination quiz. In the excite- 
ment which the final medical ex- 
amination causes anyway, small 
injuries were overlooked and were 
not treated adequately or promptly; 
in consequence, serious septicemias 
occurred, necessitating free inci- 
sions and even amputations. It is 
a matter of course that such things 
must no longer happen in modern 
pathological institutes; and, in- 
deed, they are no longer encoun- 
tered, with few exceptions. 

Next to the dissecting room, 
there should be a wash room in 
which facilities must be afforded 
for disinfecting the hands thor- 
oughly. Also, one should insist 
upon it that the white work 
coats are changed and disinfected 
every day. For this purpose, it is 
quite suitable to combine the serv- 
ice with the hygienic laboratory, in 
order to save space. 

In the illustration, such a wash 
room is depicted.in which the 
sterilization provisions are made. 
No difficulty need be apprehended 
because of the fact that this room 


Hamburg, Germany 

is used both by bacteriologists and 
anatomists. Indeed, it affords ex- 
cellent opportunity for discussion 
and exchange of ideas. 

The work tables in the dissect- 
ing room are not movable. It is 
not at all to be recommended to 
have tables so arranged that, like 
in operating tables, the position can 
be changed. It is never possible 
to keep the mechanical contriv- 
ances perfectly clean and, there- 
fore, they always constitute potent 
sources for serious infection. 
Moreover, they make it more diffi- 
cult to arrange the water pipes for 
flushing. 

It is necessary to provide for a 
copious supply of water for each 
dissecting table. On the tables: in 
the illustration, one pipe opens in 
the middle of the table and a tube, 
about six feet in length, can be 
fastened to it. 

The table top consists of stone 
with raised borders. It is recom- 
mended to affix a small table at 
the foot end for the convenient 
arrangement of knives and other 
instruments. In addition to this, 
at each foot end, there is a large 
stone sink in which the organs can 
be. washed without clogging the 
outflow pipes. 

Small desks, arranged on wheels 
and best fitted out with a small 
typewriter, complete the arrange- 
ment. 

In these German institutes, small 
openings in the walls have been 
found of great service. They are 
supplied with glass panes moving 
in grooves and thus it is possible 
to pass specimens organs:-or 
liquids into the adjoining bacterio- 


- logical laboratory without loss of 


time, without danger of drying, or 
of or dirtying 
sick rooms. 
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‘The dissecting instruments are 
contained in a conveniently located 
cabinet. 

It is a matter of course to pro- 
vide for good ventilation and for 
heating. It is impossible to dis- 
sect safely if the fingers are stiff 
or cold. Many injuries have: been 
suffered because of cold. 

The bodies are brought to the 
dissecting room, from the store 
room in the basement, through a 
roomy elevator. It may not be 


Wash Room and Sterilizing Room 


superfluous to mention that it 
would not be dignified to arouse 
the impression of being in a 
butcher shop through the manner 
of carrying the subjects to the 
table or of piling them up after 
dissection. This is a psychologi- 
cally important detail in which 
often offense is offered. 

There are dissecting rooms in 
which the layman always preserves 
the feeling of research work being 

(Continued on page 62) 
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Department of Nutrition 
Conducted by QUINDARA OLIVER 
Dietitian, Children’s Hospital, Boston, Mass. 


Food Service 


Mee interests everyone 
ASE in food service? The 
field is so broad and the 
BAK details so many before 
perfection can be obtained that it 
is only possible to suggest the most 
salient points. 
Equipment 
A lack of proper equipment is a 
handicap all along the way. Only 
vitrified, underglazed, empire china 
with a simple conventionalized de- 
sign should be used in the Doctor’s 
and Nurses’ Dining Rooms. Vitri- 
fed, plain white rolled edge china 
of hotel weight is suitable for the 
employees’ dining room. Always 
beware of vitreous china as it is 
porous and loosely woven and 
therefore breaks more easily in 
addition to absorbing grease. 
Semi-porcelain or bone china are 
very impractical in an institution 
since they are brittle and of a 
higher glaze so that they break 
and chip even more easily than the 
vitreous ware. It pays to stand- 
ardize the sizes and shapes of 
china that are used in order to 
have the fewest number of pieces 
possible in constant circulation. For 
instance, the 4-inch fruit or sauce 
dish is suitable not only for serving 
a moderate size vegetable portion, 
but also for puddings, while the in- 
dividual oval vegetable dishes are 
practical for only one purpose and 
cost $1.00 more a dozen. A pure 
crystal glass is mostly lead and is 
a clearer, stronger glass than that 
of a half crystal lime glass. The 
former withstands sudden changes 
in temperature much better than 
one of lime. Tap the rim of a 
pure crystal glass with a lead pen- 
cil and a clear metallic ring will be 
noticeable while half crystal gives 


S 


only a dull, sodden ring. Silver is 
an ever present problem in an in- 
stitution either because of theft 
when the best is purchased, or be- 
cause of upkeep when a poorer 
grade is used. A good plated sil- 
ver with a nickle base or blank 
will prove entirely satisfactory; a 
copper blank is not as good. Rec- 
ognized standard makes of silver 
are usually plated. 734 penny- 
weight of silver to a gross of 
quadruple plate teaspoons ; 6 penny- 
weight of silver for a gross of 
triple plate teaspoons, and 2 penny- 
weight for a gross of A-1l tea- 
spoons. The bowls and tips of tea- 
spoons and the under parts of 
forks should be reinforced with 
silver, as this is where most of the 
wear comes. The wisdom of re- 
plating is questionable unless the 
blank is perfect in shape and 
smoothness. Napkins and_ table 
cloths bring statements pro and 
con when the relative merits of 
the following materials are consid- 
ered: Cotton, linen and cotton 
combination, or pure linen. The 
lower initial cost of a cotton table 
cloth is entirely offset by its poor 
texture, lack of lustre of surface 
after ironing, the difficulty in re- 
moving stains, and finally its short 
durability with heavy usage. A 
combination linen and cotton cloth 
loses all the finer qualities of linen, 
retaining all the poorer ones of 
cotton. On the last analysis pure 
linen table cloths, although requir- 
ing a greater initial outlay, more 


than repay an institution in the in- - 


creased satisfaction given. Pure 
linen is usable as long as there is 
a piece left, table cloths being cut 
up into napkins, while the worn 
napkins can be used for many pur- 
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poses. Plain linen without designs 
is the most expensive and the most 
durable; again small designs wear 
better than large. A pleasant way 
to save money is to purchase the 
best quality of pure unbleached 
linen which, as everyone knows, 
is a light creamy tan and is soon 
bleached by repeated washings. 
Linen should be measured from 
the seat of the chair on the one 
side of the table to the seat of 
chair on the other side of the 
table. The edge of the table cloth 
should never come below the seat. 
After measuring, draw thread and 
cut, never tear. A double turn 
and double stitch back increases 
the life of a hemmed napkin. An 
18% inch square is a practical size 
napkin for an institution. Wood, 
Japan and paper machee trays, al- 
though of small initial cost are un- 
sanitary because of the absorption 
of grease and their tendency to 
break and chip. Paper machee is 
in addition very brittle. Silver and 
enameled steel are too heavy for 
waitresses to carry and the latter 
chips easily. Both nickle and cop- 
per trays are expensive, and al- 
though nickle is easily kept clean, 
copper is always a great care, so 
that the one factor of expense 
places them in the background of 
our choice. This leaves aluminum 
sanitary, more easily cleaned than 
copper or silver, lighter than enam- 
eled steel and although costing 
more than the first group, not pro- 
hibitive in price when considered 
in terms of durability. 
Serving Room 

With this as a background we 
begin our food service in a prop- 
erly equipped serving room, well 
lighted and carefully ventilated to 
meet all the needs of both hof and 
’ cold weather; and the connecting 
swinging doors with sound re- 
flectors above them to lessen the 
noises of the service that is sure to 
reach the dining room. It, should 
be in charge of a matron, who is 


‘Mrs. Octavia Hall Smillie, Pres., The 
American Dietetic Assn. 


responsible for the general trend 
of quiet, efficient service, as well 
as the attractiveness of the por- 
tions served. The service may be 
either table d’hote or a la carte, 
depending upon the extent of maid 
service. Some hospitals have self 
service for all three meals, claim- 
ing that it permits a greater variety 
of choice for the nurses, and that 
they get their food piping hot as 
well as more quickly. Another 
group has self service for break- 
fast and luncheon, and complete 
maid service for dinner, desiring 
the hot, rapid service for the first 
two meals, and a leisure, restful 
meal in the evening when most of 
the nurses are off duty. Another 
group has maid service for all 
three meals. This can create the 
acme of satisfaction on all scores 
—quick service, hot food, satisfac- 
tory choice, rest and pleasure for 
the nurses if—and here we meet 
out test—we are permitted an aver- 
age of one maid for every two 8 
chair tables, we secure rapid serv- 
ice in the serving rooms and close 
co-operation between this and the 
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kitchens, and finally if we, our- 
selves, are capable of planning 
combinations that the majority 
thoroughly enjoy; never forgetting 
the importance of pleasing variety 
and the value of edible garnishes. 
Horseradish molded in clear lemon 


Effie I. Raitt, First Vice-Pres., The 
American Dietetic Assn. 


jelly and served on a small lettuce 
leaf on a saltine is a practical, de- 
lightful addition to hot roast pork 
loin or baked sugar-cured ham. 
Standardization 

The standardization of the size 
of the portions is absolutely neces- 
sary if one desires the greatest 
efficiency in food preparation and 
service. The most expensive foods 
should be served in smaller por- 
tions than the expensive. The 
most costly dishes should be 
planned for the best tables. For 
example: 

Lamb 

1. Doctor’s dining room and 
private ward. Serve chops or loin. 

2. Nurses’ dining room. Serve 
legs or roast. 
3. Public ward and employees’ 


dining room. Serve stews of breast 
and shoulder. 
Potatoes 

1. Duchess, baked or French 
friend. 

2. Mashed, baked or creamed. F 

3. Plain boiled or mashed. 

Tomatoes 

1. Fresh in salads. 

2. Fresh, sliced only. 

3. Canned, stewed or escalloped. 

It is essential to select dishes 
that will be the proper size for the 
portions of food previously stand- 
ardized. A No. 10 ice cream 
disher will serve stewed tomatoes 
in a 4-inch fruit dish so that the 
vegetable not only satisfies the 
average nurse’s appetite, but also 
looks satisfying to the eye; where- 
as the same portion in a 5-inch 
fruit dish will look much too small. 
A luncheon dish of tomatoes and 
spaghetti (No. 8 ice cream disher) 
with baked sausage and _ bartlett 
pear nut salad on a salad plate at 
the side will look hopelessly lost 
on a dinner plate, but exactly right 
on a luncheon plate. Standardize 
the number of pieces to a dish 
such as 30 No. 10 ice cream 


Mrs. Breta Luther Griem, Sec., The 
American Dietetic Assn. 
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dishers to a No. 6 baking dish, and 
do not overlook the number of 
cuts to a roast or the number of 
pieces to a definite weight fish. It 
is absolutely necessary to use the 
proper ladles, spoons and dishers 
for the foods as planned. This 
standardization is tedious and ex- 
acting, and requires many months 
to place in successful operation, 
but more than repays one for the 
effort expended. Its operation as- 
sures a better quality of food for 
less money and the maintenance of 
a definite monthly per capita, de- 
spite the seasonal food prices. 
Per Capita Determination 

The total monthly expenditure 
for raw food stuffs as calculated 
from the checked requisitions 
previously filled in the hospital 
store room, divided by the number 
of days in the month, by people 
served per day, gives the cost per 
person per day for raw food stuffs. 
For example: 


(September, 30 days) 
Total monthly expenditure $5,253.14 


Total daily expenditure .. 175.10 
3.75 
106.00 
19.00 


124.00 


465.83 


Again we claim a per capita is 
only of interest when viewed in 
the light of the quality of the food 
served and the pleasure and satis- 
faction it permits for those served. 
It were far better to place the per 
capita level two, three cents higher 
and secure perfect satisfaction 
through quality and variety, than 
to have constant petty complaints. 
One considers with great interest 
a statement of one of our most 
leading hospital superintendents : 

“The monthly food per capita 
when accurately determined is a 


fair and almost always accurate 
indication of the trend of the total 
monthly hospital expenditures.” 

The Sixth Annual Convention 
of the American Dietetic Associa- 
tion convened at the Claypool 
Hotel, October 15, 16, and 17, in 
Indianapolis, Indiana. 

The outstanding features of the 
meeting were: 

1. The noticeable recognition of 
the increasing importance of the 
competent dietitians in the hospital 
field. 

2. The report of the survey 
‘made on the present requirements 
of the dietitian by the hospital 
superintendents throughout the 
United States and Canada. 

3. The report of the Education 
Section that has been working two 
years in an attempt to standardize 
nutrition courses for the pupil 
nurses and dietitians. 

4. Finally the incorporation of 
the Association in the state of Illi- 
nois, with a permanent office in 
Chicago in charge of an executive 
secretary. 

Each year sees the Association 
growing in strength and a- nearer 
approach to the goal of. higher 
standards for dietitians in all 
phases of the work, as well as a 
standardization of the work that is 
required of them. There is noth 
ing as inspiring as this yearly con- 


vention or of so far reaching en- 


couragement to those in the pro- 
fession. 


THANK YOU! MISS 
GRAVES 


My dear Mr. Clough: 

I thank you very much for the 
Convention Issue of THE HosprtTa 
Buyer, and I also want to con- 
gratulate you upon the excellent 
make-up of this issue and the in- 
teresting material it contained. 

Very sincerely, 
Lulu Graves. 
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The Improvised Hospitals at the Hardin 
Funeral 


Invaluable Assistance Given Stupendous Crowds of Visitors by Little 
First-Aid Stations, the City About 


FELIX J. KOCH 


SAEVER, perhaps, in all 
NSU of Anglo-Saxon history 
anywhere have such un- 

pid countably huge crowds 
poured in, so very suddenly, upon 
a really small town, to attend a 
public funeral, as those which 
came to Marion,—over-night or 
very nearly so,—at the time of the 
burial of President Warren G. 
Harding not so over-long ago. 

By railway train; by horse- 
drawn equipage; most especially 
by automobile,—men, women, chil- 
dren,—old men, old women,—babes 
that must be drawn in baby-buggies 
on the walks,—poured in upon the 
small Ohio county-seat; and, so 
far as concerns any form of home- 
medication along, it is safe to say 
that ninety-and-nine percent of 
these came absolutely unprepared! 

Marion did herself proud in pro- 
viding for these strangers. Not a 
hotel that raised its rates one tithe 
because of unwonted demands for 
rooms. Hardly a home, big or 
little, that did not place cots just 
wherever might be; then file the 
location and number of such at 
Arrangement Headquarters, so that 
total strangers might be Dilleted 
on it, at not to exceed one dollar 
a night. Boy Scouts acted as guide 
to all who would, the city over; 
nor would they accept one cent of 
fees, 

At that, though, tens, and per- 
haps, hundreds of thousands of 
comers found themselves obliged 
to sleep in their autos, or, failing 
that, on coats and cloaks flung on 
the ground. 

Finding what they believed a 
vantage point in the long line of 
strangers travelling slowly, surely, 
toward Dr. Harding’s home to 


Emergency First Aid Station 


view the dead exposed for such 
review there, these fatigued comers 
dared not desert their places to 
slip off for food and drink. Tired 
to start with; hungry and thirsty; 
moving houseward so very, very: 
slowly that feet, bodies generally, 
tired all the more; and, come on 
noon-hour, feeling the effects of 
the hot August sun, as it beat 
through the random trees, even so 
often one or another such stranger 
would succumb. 

To provide for exactly such 
cases as these then and, obviously, 
any other exigencies that might 
arise, four first-aid hospital sta- 
tions were opened at as many van- 
tage points the city about. The 
most important of these stations 
as being just a pace or two from 
the line of comers, as this all but 
passed off the public sidewalk into 
the Harding grounds, was that of 
the accompanying pictures. 

Built of the equipment of the 
national guard of Ohio, which re- 
mains still a part of the Federal 
service, the camp was opened on 
the Wednesday preceding the Fri- 
day on which the funeral itself 
was held. 

A commissioned officer, a ser+ 
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The Endless Sidewalk Crowds . 
geant and five privates, or “men,” 
they prefer to call them here, were 
in charge; this force sleeping at 
the post, and so doing duty day on 
day. 

“Field hospital” for the work 
consisted of one of the usual tents 
to such ends, with the familiar 
white flag, of the huge red cross, 
hung before. 

An aisle was left open down the 
tent-center; a cot was placed at 
each side. 
with regulation array of supplies 
very nearly completed equipment 
here. 

“The very largest part of our 
work,” Captain Brett B. Hurd, of 
the Marion company of the state 
national guard, in command here, 
stated, “had to do with heat-pros- 
trations, severe or light. 

“Out of these heat cases came 
an aggravated epidemic of exhaus- 
tion cases along. In less time than 
you might believe twelve exhaus- 
tion cases reached us. Circum- 
stances of the moment made this 
seem next to incredible, and we in- 
vestigated, seeking the cause. 

“We discovered to be true what 
I had often heard before, that a 
man, seeing some neighbor ‘give 
under,’ or fall, as a result of heat 
or real exhaustiou, will catch the 
mental contagion; concentrate his 
mind upon abounding physical in- 
conveniences and then personal in- 
firmities, and before he himself 
may realize, will give out, then and 
‘there. 


These cots and a table . 


“The epidemic makes one think 
of the famous ‘shooting-typhoid’ 
cases; there are so many exhaus- 
tion cases coming in, at times like 
this, primarily from such cause! 

“Of course,” Dr. Hurd contin- 
ued, leading to tent-rear to indicate 
some patients resting on the grass 
there, “almost always there is a 
basic cause to bring these folk to 
‘give’ at such a time! 

“A very large per cent of the 
patients are women and children; 
and the excitement of coming, of 
preparing for the journey, the wear 
of the travel, the standing on the 
walks here, waiting, brings them 
very close to exhaustion’s door! 

“Yonder woman, with her father, 
for example, is not over eighteen 
to twenty years old. She reports 
that they had company at home 
until late of the night preceding 
departure upon this trip. They 
had breakfast this morning at 4:00 
a. m. She stood in line between 
two and three hours, in the hope 


of seeing Mr. Harding, in the cas- . 


ket. It is little wonder that she 
fainted quite some time before 
reaching the dead! 

“A bit of rest and the smelling 
of aromatic spirits of ammonia we 
find to be the best panaceas of all 
for such arrivals here.” 

While we chatted, one of Cap- 
tain Hurd’s soldiers in khaki 
brought a mere boy to the tent. 
He had driven from Massillon in 
his car, post-haste, that morning; 
then had stood in line, refusing to 
lose place for breakfast; and, of 
course, had given out! 

Just outside the lovely garden in 
which the hospital-tent was pitched 
here, and beyond the edge of the 
line of folk filing on toward the 
Harding home, a physicians’ car, 
with its crimson cross, was 
parked. Not laymen only, had 
been taken by this car, as need 
might arise, to the permanent pub- 


(Continued on page 61) 
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i Hospital Records 


Conducted by C. L. NEU, A. B., Chicago 


Records Are Discussed at the American 
Hospital Association Meeting at 
Milwaukee 


. 
cient help in the ac- 


machines wherever possible were 
advocated at the session which 
was devoted to records. 

Dr. A. E. Bachmeyer, Chairman 
of the Committee on Records, out- 
lined briefly the report which was 
printed in the October number of 
The Hospital Buyer. In brief the 
report concerned itself with inter- 
pretations of a number of ques- 
tions put by the president of a 
large Maternity Hospital and with 
2 recommendation that regular 
auditing be done by competent ac- 
countants. The budget system was 
strongly urged. Dr. Bachmeyer 
added nothing further to the points 
brought out in the report. 

Mr. W. D. Clark, Assistant Con- 
troller of the University of Cali- 
fornia, brought out the point that 
no matter how small a hospital is, 
it should employ an efficient ac- 
countant who would be able to 
present to the hospital executives 
correct figures showing costs and 
other details. He stated that ma- 
chine bookkeeping devices were 
able to give several sets of figures 
with one operation and that it was 
advisable for the hospital to in- 
vestigate these appliances because 
of their time and labor saving ele- 
ments. 

After Mr. Clark’s discussion, Dr. 
Bachmeyer raised the point as to 
whether the report should be 


adopted by the meeting, thus mak- 
ing it an official policy of the As-. 


sociation. He explained that if 
these reports were adopted, the As- 
sociation could answer inquiries on 
the basis of the reports which 
would be official documents of the 
organization. The meeting 
promptly adopted the report by a 
unanimous vote. 

The series of forms numbering 
more than 160, which were sub- 
mitted by the Committee*at the 
meeting held in 1921 was not 
changed in any particular. Dr. 
Rachmeyer stated, however, - that 
suggestions based upon the experi- 
ence of the hospitals would be 
welcomed. With the presentation 
of these few points, none of which 
gained wide-spread Cciscussion, the 
session devoted to records was 
closed. 


NEW YORK OUTLINES A 
NEW SERIES OF FORMS 
FOR TRAINING 
SCHOOLS 


The Board of Nurse Examiners 
of New York State is one of the 
most active in the country in all 
matters pertaining to standardiza- 
tion and efficiency of Training 
Schools for Nurses. It is vitally 
interested in records because they 
are the means of showing the 
standards which the Training 
School is following as well as the 
work which the pupil nurse is car- 
rying out. 

Under the direction of Miss 
Alice S. Gilman, Secretary of the 
Board of Nurse Examiners, a new 
series of Training School Record 
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Forms has been outlined taking 
into account all of the recent 
developments in hospital activities 
and in up-to-date curriculum. A 
complete list of these forms is as 
follows: 

Application 

Certificate of High School Study 

Statement of Physician and 
Dentist 

Index Card 

Reference Blank 

Class Book 

Daily Time Beok 

Report of Preliminary Course 

Health Record 

Monthly Record 

Record of P.actical Work 

Nurses’ Case Report 

Summary Sheet 


Nurses’ Permanent Case Re- 
ports, Medical 
Nurses’ Permanent Case Re- 


ports, Surgical 

Affiliation sheets, Medical, Surg. 
and Pediatric 

Affiliation sheet, Communicable 
Diseases 

Affiliation sheet, Obstetrical 

Report from Medical and Sur- 
gical Wards 

Monthly Record of 
Services 

The New York Board of Nurse 
Examiners has under its jurisdic- 
tion not only the Training Schools 
of its own state but has registered 
with it more than 200 Schools out- 
side of New York. All of these 
institutions will be interested in the 
new series of forms. 

In a futu,e issue this department 
will describe more detail in the 
system referred to and a number 
of the forms will be illustrated. 
Such a system as this would be of 
interest to all schools which are 
making an earnest effort to keep 
the records on an efficient basis. 


Nurses’ 


SOUTHERN HOSPITAL 
NOTES 


Work on the Jacob Elsas out- 
patient clinic of the Grady Hos- 
pital is to start at once following 
the signing of the contracts by 
Mayor Walter A. Sims. 

Paul Wesley was awarded the 
general building contract, which 
was recently approved, and the 
Loftis Plumbing Company was 
given the plumbing contract for 
the new annex. The final step 
preliminary to beginning work on 
the building was the affixing of 
the mayor’s signature. 

Hentz, Reid and Adler designed 
the annex. It will contain a large 
waiting room and dispensary, cen- 
trally located, with a number of 
separate waiting rooms for the 
various departments. The general 
plans call for departments for the 
orthopedics, X-ray, men’s and 
women’s surgical, obstetrics, men’s 


and women’s medical, children’s: 


medical, dermitology, genito-uri- 


nary, and eye, ear, nose and throat. 


In addition to the operating 
rooms in connection with the eye, 
ear, nose and throat departments, 
and the surgical department, a 
large emergency room has _ been 
provided. 

The new out-patient clinic, 
which is made possible by the gift 
of Jacob Elsas, well-known manu- 
facturer and capitalist of Atlanta, 
will be one of the most modern 
structures of its kind in the coun- 
try. It will cost $50,000 when 
completed and will enable the 
Grady Hospital to greatly increase 
its sphere of helpfulness through 
the treatment of many patients 
not ill enough to be confined to 
their beds. 


Personal copies of THE HOSPITAL BUYER may be subscribed for 
at the rate of One Dollar a year. 
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Notes and Queries 
By EDWARD SWALLOW 


pharmacist, Mass., 


which may be used for the lubri- 
cation of stomach tubes, etc., and 
which may be sterilized and put 
up in collapsible tubes. Economy 
with efficiency is needed. 

We have much pleasure in sup- 
plying the following formulas 
which we think should meet the 
requirements of our correspondent 
and also prove of general interest. 

Lubricant Paste 


10.00 
2.50 
Distilled water sufficient 


Dissolve the carbolic acid in 80 of 
the water; then mix the glycerin 
with the powdered tragacanth, add 
the aqueous solution gradually 
with constant trituration, and make 
up the required volume by the ad- 
dition of distilled water. 
Note—This' paste is used as an 
antiseptic lubricant for catheters. 
Lubricating Jelly 
Tragacanth, whole 3 grammes 


as 

1.5 gramme 

Distilled water to ; 
3500) cic: 


This is an inexpensive lubricating 
jelly used in the Lankenau Hos- 
pital, Philadelphia. 

The tragacanth is broken in 
small pieces and put into a wide- 
mouthed bottle; the other ingredi- 
ents are added and the bottle is 
frequently shaken. 

Lubricating Jelly 
(For Stomach Tubes) 


Distilled water..... 7 fil. ozs. 
6 ozs. 

Salicylic acid....... 12 grains 


Soak ‘the gelatin in the distilled 


water for 30 minutes and heat on 
a water-bath to dissolve, then add 
rest of ingredients, mixing well 
and finally filtering into a sterilized 
wide-mouthed bottle. 


Acriflavine Emulsion 
Pharmacist, C. S., Chicago, Itl. 
The Humphreys’ formula for 
Acriflavine Emulsion is given be- 
low. We suggest a decided im- 
provement may be made by using 
Neutral Acriflavine, Abbott, in- 
stead of acriflavine, as being neu- 
tral in reaction, it is claimed not 
to have any smarting effect or 
cause any irritation. 
Acriflavine Emulsion 
(Humphreys Formula) 
Acriflavine (see above... 0.1 


0.005 
White wax...... 4.0 
Liquid petrolatum....... 76.0 
Distilled water.......... 20.0 


Mr. Humphreys stated this etaul- 
sion has given him clinical results 
he had not dared hope for as a 
wound dressing. 


Meat extracts, as originally sold, 
were obtained by boiling lean beef 
in water, skimming off the sep- 
arated fat, filtering from the coag- 
ulated protein and concentrating 
to a paste. The process is still the 
same but the extract is now 
largely a by-product. Roughly 
speaking these extracts contain 
about 20 per cent of water, 20 per 
cent of organic salts, and 60 per 
cent of organic matters. These 
extracts have some value on ac- 
count of their flavor, in the prep- 
aration of soups and_ bouillons. 
They are condiments rather than 
foods. New and Nonofficial Rem- 
edies. 

BUTTER ANALYSIS — Inter- 
ested Hospital Reader, Washing- 
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ton, D. C.—The examination of 
butter to determine its quality is 
by no means a very different proc- 
ess, and our correspondent, who 
states that he has had two or three 
years’ experience working around 
a laboratory, and has some prac- 
tical knowledge and experience in 
chemical analysis, should find this 
examination comparatively easy. 
The following details, which give 
briefly the most important points 
about butter and its analysis, 
should help our “Interested Read- 
er” and be of general interest. 
Butter, which is to be kept for 
any considerable length of time is 
preserved by the addition of com- 
mon salt. About 5 per cent of 
salt is sufficient for this purpose 
and any excess beyond 8 per cent 
should be regarded as an adultera- 
tion. In the preservation of but- 
ter, the exclusion of air, as much 


as possible, is of utmost impor-: 


tance. When in use the kegs 
should be closely covered over. 
The average unadulterated butters 
have the following chemical com- 
position: Water, 6.5 to 11.2 per 
cent; curd, 2.4 to 3.1 per cent; 
salt, 1.6 to 2.0 per cent; fat, 83.7 
to 89.5 per cent. (1) For the 
Estimation of Water—Heat 5 gm. 
of the sample in an air-oven to 
110 degrees Cent. The loss should 
not exceed 17 per cent; if more, 
suspect careless making or inten- 
tional adulteration. (2) Estima- 
tion Curd and Salt—Melt the 
residue of (1) and treat with 10 
c.c. ether, filter through tared 
filter, repeat the process and wash 
until all ether-soluble matter is 
removed, dry residue and weight; 
the residue consists of curd and 
salt. (3) Estimation of Ash— 
Ignite residue from (2) and weigh. 
Should be wholly salt; confirm 
this by standard Silver Nitrate 
solution. (4) Estimation of Fat— 
Should be taken by difference by 
subtracting the sum of percentages 
of water, curd and salt from 100. 


(5) Detection of Foreign Fats— 
Prepare some butter-fat by melt. 
ing 8 gm. pour off and filter 
through a dry filter, being careful 
not to pour any of the water on 
to same. Saponify on a water- 
bath 5 gm. of the clarified fat in a 
tared flask, capacity about 250 cc. 
marked at 150 cc.; add 50 cc 
alcoholic solution of potash (3 per 
cent) and distil off the alcohol, 
Dissolve the residual soap in a 
little hot water, add 25 c.c. sul- 
phuric acid (5 per cent) and make 
up with distilled water to 150 c.c.; 
add a little pumice and capillary 
glass tubes and distil off 100 c.c.; 
filter same and titrate with N/10 
NaOH (using phenolphthalein). 
5 gm. pure butter-fat should re- 
quire only about 1.5 c.c. of alkali; 
lard, tallow, beef-fat, etc., require 
only about 1.5 c.c., cocoanut fat 
would require about 7 c.c. In the 
winter some butters require only 
about 21 c.c. of alkali, the sample 
therefore should not be condemned 


unless it requires less than the ‘ 


minimum amount. The _ food 
value of all animal and vegetable 
fat is the same (according to the 
B. M. J.)—both yield 9.1 Calories 
of energy per gr. 


The colloidal silver preparations 
appear to be quite efficacious for 
the prophylaxis against gonorrheal 
infection; so that they evidently 
kill these organisms on direct con- 
tact. Argyn-Abbott, is a colloidal 
compound of silver oxide and 
serum albumen containing about 
30 per cent of silver. Solutions 
are best prepared by dusting 
Argyn on the surface of cold 
(sterile) water, and allowing it to 
dissolve without stirring or shak- 
ing. 


COURAGE 
“Nothing great is lightly won; 
Nothing won is lost. 
Every good deed nobly done 
Will repay the cost.” 
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Painting the Hospital 
Colors and Surfaces for Special Rooms'in Hospitals 
By FREDERICK ARNOLD FARRAR 


previous articles we 
4 have told of the best 
way to paint the out- 
SN} side and inside of the 
Hospital cup, as it were, and now 
will take up the subject more in 
detail regarding individual. rooms 
and places where sanitation and 
protection are particularly impor- 
tant. 

In covering the subject included 
in our title, we will consider 
kitchens, pantries, store - rooms, 
laboratories, laundry, operating 
rooms, rooms for roentgenology, 
including the dark rooms, etc. 

A famous and very interesting 
man once told me that he liked 
little boys, “because each is an 
original package.” Each of the 
foregoing items is an_ original 
package, requiring separate treat- 
ment and each a job by itself; and 
I shall do my best, subject to space 
limitations. Of the list, all ex- 
cepting the technical items may be 
considered roughly as in one class, 
the main considerations in their 
treatment being cleanliness, light 
and durability. Of the kitchen, 
however, it may be observed that 
varified brick or tiling, or one of 
the plastic preparations laid on 
with a trowel and producing the 
effect of tiling, is preferable to 
paint or any other form of surface 
coating, simply because it can be 
scrubbed and flushed with water 
without possible injury. 

If it must be painted notwith- 
standing, perhaps the preferable 
coating is a high-grade enamel, 
fortified by a finishing coat of the 
best obtainable waterproof varnish. 
The foundation coat may be of the 
flat wall paint type, described in 
the preceding paper of this series 
and the total number of coats, in- 
cluding the foundation and the 


finishing coat, should be not fewer 
than four. 

Another satisfactory and more 
economical treatment is afforded 
by the better grades of the so- 
called “mill ,whites,” which may 
be conveniently and quickly ap- 
plied by means of the spray paint- 
ing machine, which operates by 
air pressure. In fact one of the 
smaller sizes of such a machine 
might not be a bad permanent in- 
vestment for the large hospital, if 
a member of the force were 
trained to operate it. 

White is, I think, the proper 
color for the class of rooms under 
consideration, since, in these quar- 
ters, business austerity is not out 
of place. 

The laundry may be regarded, 
insofar as treatment is concerned, 
as a second kitchen. Pantries and 
store-rooms do not require enam- 
eling or tiling, but should be 
painted white for light and 
cleanliness, and since lustre is not 
objectionable in them, I would 
suggest either a good oil paint or 
a mill-white as appropriate. 

Operating Rooms 

The operator is likely to have 
idiosyncrasies in regard to the 
treatment of these, based on his 
own psychology or on his knowl- 
edge of optics. The old idea of a 
properly decorated operating room 
was a glaring white cavern ten- 
anted by ku-klux ghosts. Since 
the “case” usually entered and left 
this charnel house in a state of 
fortunate unconsciousness, its only 
psychological effect was on the 
mind, and its physical effects on 
the eyes of the operators and at- 
tendants. I believe that it was 
Dr. H. M. Sherman, of the San 
Francisco Polyclinic who first 
called public attention to this ab- 
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surdity. His difficulties in operat- 
ing under the white glare induced 
him first to use black toweling for 
oral operations, later to adopt 
green for the floors and walls of 
his operating room. He wrote a 
very interesting article on the sub- 
ject, which appeared some years 
ago in the California State Journal 
of Medicine. 

Dr. C. H. Frazier? of the Uni- 
versity of Pennsylvania Hospital, 
uses gray hangings, operating 
gowns and towelings; which sys- 
tem is also used by Dr. John G. 
Clark in the same Hospital. Both 
operators find this color quieter, 
decidedly less glaring, less “spec~ 
tacular” than white, especially for 
the toweling, which when white, 
makes a “theatrical display of 
blood.” Both surgeons, however, 
still cling to the old white walls, 
caps and masks. I have heard no 
explanation for this latter act. 

To sum up the entire discussion, 
the operating room is the busi- 
ness end of the Hospital, where 
efficiency raised to the nth power 
is the desideratum; light where 
light is needed and nowhere else, 
surgical cleanliness. Dr. Sherman 
tells us how to get the light. It 
remains only to say that probably 
the sanitary flat wall paints, 
treated as suggested in the previous 
article, will provide the most sat- 
isfactory medium for producing 
the desired effect. 

Rooms for Roentgenology, the 
Dark Room, Etc. 

I have never had my mouth 
Roentgenologized (I trust I use 
the correct term), but since the 
X-ray functions, like Sherlock 
Holmes, in the light as well as in 
the dark, I should not think that 
color has much effect upon effi- 
ciency. Excepting, and here I fol- 
low the subtle lead of Mr. Holmes, 
that as the chemical rays hug the 
violet end of the spectrum, the 
red end should be preferable for 
keeping them strictly on the job. 


I speak here with diffidence and 
“under correction,” but I should 
deduce that a dark red would be 
fitting for the surfaces of “Rooms 
for Roentgenology” and the ma. 
terial might here again be a flat 
wall paint, to avoid reflections, : 

The Dark Room, however, is an- 
other matter, and here in the do- 
main of ordinary photography, | 
feel at home and fairly confident, 
The business of a dark room is to 
be dark, and if the operator would 
see the image developing op his 
plate in utter darkness he would 
prefer the darkness known to our 
novelists as “stygian,” which is 
presumably the darkest of known 
darkness. Such light as he must 
use, he carefully subdues and 
filters through colored glasses, to 
strain out the chemical rays. | 
think all authorities will a gree 
that every surface of a dark room 
should be black and _lustreless. 
This blackness is obtained by the 
use of a high-grade lamp black, 
carrying the minimum percentage 
of oil and the maximum of volatile 
thinner. 

Laboratories, again are work 
rooms in which beauty is of no 
importance. Effective light is the 
prime requisite and in the 
chemical laboratory, resistance to 
fumes, especially of hydrogen sul- 
phide. This latter qualification 
excludes the lead pigments, which 
darken from the formation of 
lead sulphide. The time honored 
color for the laboratory is white, 
and the proper pigments are zinc 
oxide lithopone and _ probably 
Titanox. I have referred to this 
new pigment as a possibility only, 
since its use has hardly passed the 
experimental stage, but since it is 
white, chemically inert, and dense, 
it merits consideration. 

My own preference for labora- 
tory treatment is a good zinc 


enamel, with a finishing coat of 
water proof varnish, to which just 
(Continued on page 58) 
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Antiseptics in the War 


The First Authentic Published Record of the Work of 
Dr. H. D. Dakin 


(SEconD INSTALLMENT) 


that part of my subject 
about which was 

SSE2Y asked especially to speak 
—Dr. Dakin’s work, my excuse 
for doing this being that it is the 
phase of war work with which I 
am most familiar. 

In December, 1914, Dr. Dakin 
volunteered his services as chem- 
ist to the laboratory established by 
the Rockefeller Institute in the 
French Army hospital at Com- 
piegne, where he was associated 
with Dr. Carrell. You may be 
interested to know that Dr. De- 
helly, who cared for the opera- 
tive surgery in the hospital at 
Compiegne, -and who afterwards 
served in Roumania, is now here, 
in New York, in charge of the 
War Demonstration Hospital of 
the Rockefeller Foundation. And 
another worker at the Compiegne 
Hospital, one who endeared him- 
self to staff and patients alike, 
was Mr. Francois Tonetti—a 
friend of many of us here. 

The task, Dr. Dakin set himself 
was to find an antiseptic which, 
though powerful against bacteria, 
would cause a minimum of injury 
to the living tissue, so that it 
might be applied repeatedly or 
even continuously in the treatment 
of wounds. In the search for 
such a substance, several hundred 
compounds were examined, and it 
may be of interest to outline some 
of the methods used in sorting 
out these compounds in order to 
separate the sheep from the goats. 
First, living microbes were put in 
a media simulating wound exu- 
dates. Then, to these mixtures, 
contained in test tubes, varying 
small amounts of the compounds 
or antiseptics, were added, and, 


after a suitable length of time, 
the contents of these tubes were 
examined to see if any living bac- 
teria were still present. Naturally, 
only those substances which 
showed a high capacity for kill- 
ing bacteria reecived further at- 
tention. But many of these were 
found too irritating for wound 
treatment. A simple method of 
determining this property of irri- 


tation was to apply the substance ° 


in the form of wet dressings to 
the experimenter’s skin. Such 
substances as survived the fore- 
going tests were then examined 
as to their ability to penetrate 
dead tissue and destroy organisms 
contained in it, and, finally, they 
were examined as to possible 
harmful effects on living body 
cls: 
Dakin’s Solution 

The antiseptic which at this time 
was found most serviceable and 
which now goes by the name of 
“Dakin’s Solution” has, as_ its 
basis sedium hypochlorite. Solu- 
tions containing this substance 
have long been known under the 
name of Eau de Javel, or Liqueur 
de Labarraque; but these are too 
irritating for wound treatment. 
The old name, Liqueur de Labar- 
raque was transposed by a witty 
Frenchman into a new name for 
the hospital at Compiegne—La 
Barraque de la Liqueur. 

This so-called Dakin’s Solution 
is a powerful antiseptic; it causes 
almost no irritation to living tis- 
sues (when it is properly pre- 
pared) and it is so inoccuous that 
it can be used repeatedly and con- 
tinuously in a wound. It has an- 
other most important property, 
that of dissolving up and remov- 
ing necrotic or dead tissue, thus 


23 
id 
Id 
1s 
h reached 
at ND now, I have 
Id 
is 
Id d 
is 
m 
st 
id 
I 
le | 
10 
Td 
to | 
i. 
h 
of 
od 
ly | 
is 
y; 
1€ 
is 
1c 
yf 
st | 


36 THE HOSPITAL BUYER 


November, 1923 


aiding the process of cleaning and 
repair. And here I would like to 
tell you a little story. 

An enterprising individual in 
Alabama put upon the market an 
antiseptic mixture of his own 
compounding, and proceeded to 


trademark it under the name 
“Dakine.” On protesting to the 
Patent Office in Washington 


against the granting of this trade- 
mark, Dr. Dakin was informed 
that in the first place his protest 
was invalid because he had not 
sent with it a deposit of $10, and, 
secondly, since he had _ patented 
none of his preparations but had 
published them in the scientific 
press and therefore was making 
no money out of them, he could 
suffer no injury. It was through 
the generous and able efforts of 
our Chairwoman’s husband that 
finally the Federal Trade Commis- 
sion acted and the enterprise of 
the man from Alabama _ was 
squelched. 


Carrel Tubes 


An antiseptic, such as the one 
under consideration, loses its ef- 
ficacy while doing its work. It is 
therefore necessary to renew it at 
frequent intervals. This is accom- 
plished by using so-called “Car- 
rel Tubes.” Small rubber tubes 
are placed so that their ends reach 
into all parts and recesses of the 
wound. Their external ends are 
connected with a larger tube 
leading from an ampoule, or flask, 
containing the solution, slung 
above the patient’s bed. At two 
hour intervals enough of this so- 
lution is allowed to flow from the 
ampoule through the small tubes, 
so that every recess of the wound 
cavity may be bathed in the anti- 
septic solution. The process of 
disinfection of the wound is fol- 
lowed by daily observations of the 
number of bacteria in the wound 
discharges. When very few, or 


no bacteria persist, disinfection is 


stopped and the wound closed 
either by sutures, or otherwise. 
In the vast majority of cases, 
wounds so treated heal without 
complication. The results of the 
treatment may be stated as fol- 
lows: infected wounds treated 
early, before the development of 
active sepsis, can almost all be 
sterilized without suppuration ‘sup- 
ervening, while in older, suppur- 
ating wounds, the infective process 
can be checked and _ eventually 
eradicated, although, as a rule, 
longer treatment is necessary for 
these cases. Mortality from gas 
gangrene was greatly reduced and 
amputations for sepsis were rare. 
The wide adoption of this method 
of wound treatment in the Allied 
and Enemy Armies, together with 
its use in civil practice, especially 
in industrial accidents, is testi- 
mony to its value. It has, how- 
ever, disadvantages, of which the 
chief is the necessity for scrupu- 
lous acre and attention to detail 
on the part of both surgeon and 
nurses. This consumes a great deal 
of valuable time, and the method 
has limitations when casualties are 
exceptionally numerous. 


Further Work of Doctor Dakin 


. Upon the completion of this 
piece of work—that is, in August, 
1915, Dr. Dakin went to England, 
receiving an appointment on the 
Government Medical Research 
Committee, for which he has been 
working ever since. At this time, 
Mr. Arthur Balfour was First 
Lord of the Admiralty. He had 
heard favorable reports of the 
work at the Compiegne hospital 
and at once sent for Dr. Dakin, 
After a discussion, in which Mr. 
Balfour displayed an almost un- 
canny knowledge of the princi- 
ples of wound pathology, Dr. 
Dakin was asked to go to the 
Dardanelles, and two days later, 
he left on the Navy hospital ship 
Rewa. 
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While stationed at Cape Hellas 
and at Anzac, and also on the re- 
turn trip to England, all serious 
surgical cases were treated by the 
hypochlorite method which I have 
already outlined. The official re- 
port by the surgical officers of the 
ship was very encouraging and 
the method was widely adopted by 
the Navy. About six weeks ago, 
this hospital ship, Rewa, was tor- 
pedoed and sunk in the Bristol 
Channel, though bearing all the 
conspicuous marks of a_ hospital 
ship as prescribed by the Geneva 
Convention. The Germans allege 
abuse of the privileges of hospital 
ships by the English, yet on this 
same boat, the Rewa, the rule 
forbidding the carrying of fire- 
arms was observed so scrupulous- 
ly that Turkish rifles used as 
splints for men with fractured 
thighs, had their locks broken be- 
fore the wounded men were re- 
ceived on board. On_ hospital 
ships, only two of the officers 
carry pistols and these belong to 
the marine police. 

On some of the larger ships re- 
turning to England from the Med- 
iterranean, carrying cases of dys- 
entery, typhoid and paratyphoid, 
unpleasantly large numbers of 
secondary infections occurred 
among the ship’s personnel. With 
the object of combatting this con- 
dition, Dr. Dakin made a second 
trip to the Dardanelles on board 
the Army hospital ship Aquitania. 
This was at the time of the thrill- 
ing evacuation of Anzac—Christ- 
mas, 1915. Steps were taken to 
prevent the spread of infection by 
thorough swabbing of every part 
of the ship used for the patients, 
even to the door handles. The 
disinfectant used was our old 
friend, sodium hypochlorite. Prod- 
igious quantities of the solution 
were needed, for the actual dis- 
tance of corridors and wards, etc., 


to be swabbed daily amounted to 
three miles. Now it has long been 
known that salt solutions, when 
electrolyzed, give sodium hypo- 
chlorite, and as a_ salt solution, 
namely the sea, was available in 
unlimited quantities, it seemed a 
good idea to make use of it. Ac- 
cordingly, an apparatus was de- 
signed for electrolyzing sea water, 
and the product, containing sodi- 
um hypochlorite, was used with 
excellent effect in controlling the 
spread of infection. Instead of 
an average of about 50 secondary 
infections per trip in the ship’s 
personnel of 2,000, prior to the 
use of the hypochlorite, the aver- 
age was cut down to less than one. 

After these two trips had been 
made, Dr, Dakin went with a 
commission to a British Base 
Hospital in France to study the 
relative merits of various methods 
of wound treatment. One result 
of the work of this commission 
was the official recognition of the 
hypochlorite wound treatment sd 
the British Army. 

Water Purification 

In July, 1916, Dr. Dakin re- 
turned to New York and has since 
then been working here in his 
laboratory with Dr. Edward K. 
Dunham (Dr. Edward K. Dun- 
ham is since deceased) for both 
British and American Government 
Research Committees. Various 
problems concerning antiseptics, 
disinfection, gas-warfare, etc., have 
been worked at, but I shall refer 
briefly to two only. 

The first of these deals with 
the disinfection of small quanti- 
ties of drinking water. Many of 
you probably know that the pol- 
luted water supplies of some of 
our large towns, such as Buffalo, 
Toronto, etc., are purified by treat- 
ment with very small quantities 
of chlorine—about one part in a 
million. These same methods are 

(Continued on page 60) 
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ALBION, MICH., PROUD OF 
NEW HOSPITAL 


By MARY GARFIELD RAYMOND 


The James W. Sheldon Me- 
morial Hospital, Albion’s first in- 
stitution of mercy, municipally 
controlled, is now building, and 
will probably be ready for occu- 
pancy the first of the. year. The 
structure will be turned over by 
the contractors November 1 after 
which the equipment will be in- 
stalled. 


James W. Sheldon Memorial Hospital, 
Albion, Mich. 


This building was made possible 
by James Sheldon Riley, a native 
son of Albion, but now a resident 
of Los Angeles. In compliance 
with a request made by his mother 
shortly before her death, he pre- 
sented to the city $50,000 from her 
estate to erect a hospital in Albion 
as a memorial to his maternal 
grandfather, James W. Sheldon, 
for many years prominent in 
Albion’s business life. 

Upon investigation, the amount 
given by Mr. Riley was not deemed 
sufficient to build the sort of 
structure necessary to meet the 
city’s needs, so by vote of the 
people another $50,000 was raised 
by bond issue. 

This new hospital is four stories 
in height including the ground 
floor which has a grade entrance 
at the rear where the service court 
is located. On this floor are the 
large dining rooms and kitchens, 
diet kitchens, room for the interne, 


laboratory, X-ray room, lockers, 
storerooms and other general util- 
ity rooms. 

The first floor contains the of- 
fices and reception room, matron’s 
room, besides rooms for patients, 
including two wards. The second 
floor is devoted entirely to pa- 
tients and upon the third is Jo- 
cated the operating suite consist- 
ing of rooms for major and minor 
operations, maternity cases, nur- 
sery, doctors’ room, etc., with all 
the up-to-date equipment necessary 
for safe and scientific surgery. 

Upon each floor are two wards 
of three and four beds each and 
the entire capacity is 15 beds, 
which can be increased when nec- 
essary, for which ample provision 
is made, each room being 10 by 16 
feet. Sun parlors upon each floor 
will add to the comfort of the 
patients. 

The building is 120 by 45 feet, 
is of reinforced concrete con- 
struction and is absolutely fire- 


proof. The exterior is faced with . 


tapestry brick and the style of 
architecture is Colonial. 

The location of the hospital is 
most fortunate. The large yard 
of one of the city schools which 
was abandoned because of shift- 
ing school population, has been 
used. It is shaded with magnifi- 
cent native oaks and is within 
easy walking distance of nearly 
every part of town. The sub- 
stantial schoolhouse still stands 
and will be utilized for a nurses’ 
home, its architecture being in 
perfect harmony with that of the 
larger building. 

Albert Wood, of Detroit, is the 
architect who planned and is over- 
seeing the construction of the 
building. Mr. Wood built the 
immense Henry Ford Hospital in 
Detroit and has been untiring in 
his efforts to handle this smaller 
(and therefore more difficult) 
proposition to the satisfaction of 
all. 
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Back of The German Lines 
THE TRANSPORTATION OF WOUNDED AND SICK 
By a former member of the German Medical Corps 


wounded and sick dur- 
gz ing the war is a matter 
<x) of great importance, not 
only to the injured themselves, but 
to the fighting troops as_ well. 
When an epidemic starts it is im- 
possible at the front to prevent its 
spreading among the divisions. In 
such cases it is absolutely neces- 
sary to remove those affected as 
speedily as possible. Stern regu- 
lations must provide that the men 
suffering from contagious diseases 
under no circumstances be placed 
together with the wounded in the 
same wagon. We have always 
succeeded in solving the problem 
of separate care and accommoda- 
tion, even under the most difficult 
circumstances. During stationary 
war all this is very simple. In 
Figure 1 is seen one of the small 
military trains which were in op- 
eration at the Russian front, run- 
ning to the main dressing station. 
From there on the further trans- 
portation was then rapidly and 
smoothly accomplished. Separate 
barracks and tents for the 
wounded and for the sick were 
provided, each with its own phy- 
sicians and personnel, none of 
whom came in contact with the 
other tents. The sick and wounded 
who were at all fit for transpor- 
tation were speedily taken to the 
rear. 

But the situation changes when 
the enemy breaks through the line, 
Then a strict 
separation of wounded and sick is 
often out of the question, though 
it is possible to provide separate 
transportation, at least for the se- 
verely ill. Every available means 
of conveyance is then made use 
of. All empty vehicles going back 
to the rear have strict orders from 


No. 1 Small Military Train On the 
Russian Front 


headquarters to take the sick and 
wounded. In the battle of Lodz, 
for instance, where our Division 
was temporarily surrounded by 
three Russian Units, cutting off 
most of the roads of retreat, we 
had the wounded and sick carried 
away to safety on the long bridge- 
car from the division’s bridge- 
train. When there are no wagons 
to be had a sled-like affair may be 
constructed from a barn door and 
the riding horses simply hitched to 
it. Though such a contrivance 
moves slowly, one nevertheless 
gets away. 

Transportation in the mountains 
is very difficult, especially in win- 
ter. The paths—if there are any 
at all—are passable only for mules 
while wagons with baggage and all 
must be left behind in the valley. 
The moving of supplies, etc., can 
take place only by means of mules 
and ox-carts. It has been found 
very practical in such cases to 
couple two mules, one behind the 
other, and place a canvas between 
them, thus affording a primitive 
means of transportation which in 
most cases will answer the pur- 
pose. The use of cable cars for 
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the transportation of sick and 
wounded is of retent date. We 
made, however, very successful 
use of the narrow gauge roads 
already present then in great num- 
bers in the deep valleys of the 
mountains at the Roumanian fron- 
‘tier, and used for transportation 
of lumber. Figure 2 illustrates 
a single car on such a road, which 
after being loaded with slightly 
wounded or sick only needed to 
be set in motion in order to roll 
down the sloping track by its own 
gravity. Roumanian prisoners of 
war operated these cars. Almost 
all the sick and wounded were 
carried off in this manner. I dis- 
tinctly remember how I felt when 
I was taken away on one of these 
cars while sick from a paratyphoid 
infection, with a fever of 104, sit- 
ting on the edge with my feet 
dangling outside because the car 
was overloaded, and in this posi- 
tion rushing away, turning a very 
sharp curve over a high wooden 
bridge under which the river 
Putna foamed; to make bad mat- 
ters worse the air was filled with 
shrapnel clouds for the bridge 
Was exposed to the Roumanian 
fire. 

But the transportation of wound- 
ed and sick proceeds the quickest 
and most conveniently when there 
is snow on the ground. Then a 
series of packing sleds are tied 
together, two being sufficient to 
carry one man. Our stretcher- 
bearers have often made wonder- 
ful sleighrides in this manner. 
With such a train of sleds it was 
impossible to remove a great num- 
ber of sick and wounded. The 
use of snow-shoes was also tried 
but they did not quite answer the 
purpose. The sleds were left in 
the valley at the base hospital. In 
the meantime, the cable car had 
been put in excellent shape and 
the sleds were brought back on it. 
At first, our medical corps, 


Transportation Line in the mountains 
of Roumania 


stretcher-bearers and _ physicians 
also availed themselves of this 
rather breezy yet rapid and con- 
venient transportation. But after 
several traffic obstructions had oc- 
curred, and it even happened that 
one physician, riding on one of 
these sleds without sides, got stuck 
over a deep and wild precipice 
where he was exposed for several 
hours to hunger and cold before 
he could be rescucd, the procedure 
was less frequently used. 
Whatever the method of trans- 
(Continued on page 56) 


SHORTAGE OF COTTON 
PREDICTED 


The probability of a shortage in 
American cotton production for 
the third consecutive year was 
stressed by J. S. Wannamaker, 
President of the American Cotton 
Association, in an interview last 
month. He declared that the lat- 
est authoritative reports indicated 
a crop this year only slightly in 
excess of the 1922 yield. He 
stated that the total yield of Amer- 
ican cotton for the past three 
years was approximately 31,000,000 
bales, while consumption approx- 
imated 39,000,000 bales. 
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Municipal Hospitals from a Trustee’s 
Standpoint 


SARITING in the Boston 
Medical and Surgical 
Journal, Dr. Henry S. 
Bowten, under the head- 
ing of “Municipal Hospitals from 
a Trustee’s Viewpoint,” points out 
that while in the past municipal 
hospitals have been regarded as a 
sort of a refuge where the needy 
ill were sent to, and consequently 
a place avoided by people of means, 
at the present time however a 
great improvement has taken place 
in their administration. The de- 
velopment of the civic spirit in 
communities has been steadily in- 
creasing, and this has led to pres- 
sure being put upon the city gov- 
ernments to provide sufficient 
funds for the modernizing of such 
hospitals, and the elimination of 
political influences from _ their 
management. 
The Boston City Hospital 

Doctor Bowten points to the 
Boston City Hospital as an ex- 
ample of what a generous city 
government can do for its com- 
munity. Its appropriation for 
maintenance in 1923 totals over 
$1,250,000, which is equivalent to 
the income of an endowment of 
$25,000,000. At all times, also, 
the city has been ready to meet 
any unexpected situation arising 
during the current year calling 
for an extra financial outlay. 

In this way, the trustees’ labors 
have been lightened leaving them 
freer to concentrate their efforts 
on the care of the sick and the 
management of the hospital. The 
City Government having set an ex- 
ample of financial liberality should 
in return receive, for the citizens, 
the best possible hospital care and 
the best medical and surgical’ skill. 

To provide for the best scientific 
care of the sick calls for the com- 
bined efforts of many minds. The 


trustees must be ready, at all 
times, to confer with the staff and 
meet their wants in a liberal but 
judicious manner, to enable it to 
keep abreast or in advance of the 
times by the insistence that all ap- 
pointments have their initiative 
from the staff subject only to the 
trustees’ confirmation. 

Doctor Bowten believes the op- 
portunity should be given to rep- 
utable schools to nominate the 
heads of teaching services after 
consultation with the staff and 
trustees. Because teaching keeps 
them well versed in the work in 
hand, and thus in turn reverts to 
the benefit of the patient, as many 
of the staff as possible should have 
school affiliations. 

There is an increasing feeling 
that men who devote their lives 
to clinical teaching, spending a 
goodly portion of their working 
day in hospital service, should re- 
ceive adequate financial compen- 
sation. A beginning has been 
made in some municipal hospitals, 
and has met with the approval of 
the Government. 

The executive staff should be ap- 
pointed by and be subject to the 
trustees only. 

Out-Patient Department 

Doctor Bowten stresses the im- 
portance of treating patients be- 
fore their complaints are well ad- 
vanced. The importance of the 
out-patient department in this con- 
nection is very apparent, and the 
conviction is growing that the out- 
patient department of large hos- 
pitals has not received the atten- 
tion it has deserved. 

The demand today is for the 
liberal provision of laboratories 
with the necessary paid trained 
staffs to meet all demands. The 
importance of this department 
more than justifies the necessary 
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expenditures by city governments. 

When possible, these scientific 
adjuncts, in addition to their 
routine and research work, ought 
to be correlatives of a central lab- 
oratory where diseased conditions 


made for the delirious, the very 
sick, or the dying in appropriate 
sections. The care of the acute 
alcoholic is a pressing problem, 
but can probably be solved by a 
segregated ward manned by male 


can be studied intensively, an ar- help largely. A policeman present ? 
rangement now to be put in op- also makes for efficiency. p 
eration in Boston, in the estab- Social Service Work eh 
lishment of the Thorndike Me- Social service work is a growing : 
morial Laboratory for Medical and very important division, and i 
Research. The pathological lab- one of special value to both sur- h 
oratory should be able to take care geon and medical man combined t 
ef wide research work besides its with follow-up work in the out- * 
routine work. Every effort should patient department. im 
be made to increase the number of Doctor Bowten contends that of Be 
autopsies, and arrangements should all the factors tending to advance + 
be at hand to enable the house’ the standing of a hospital, med- 
staff to obtain permissions at the ical teaching stands out preemi- 7 
earliest possible time. nently. For teaching the municipal r 
After pointing out the impor- hospital today offers a better field “ 
tance of the X-ray department, es- than the endowed, as the latter, 
pecially along the line of X-ray year by year, is gradually becom- Y 
5 therapy, and the necessity of re- ing more private in its clientele. hi 
i finements in meals, both for the In consequence the leading med- ns 
“ benefit of the sick, and the training erous outlay on the hospital’s part : 
of nurses, Doctor Bowten says ical schools are naturally turning PK 
that the department of pediatrics to them for such opportunity. . ” 
is now on such a firm basis that This necessity calls for a gen- a 
it demands a separate service in that it may do its best work. This 4 
the hospital. The installation of close cooperation between the ) 
the isolation ward, in which chil- medical school and the hospital is . 
dren are placed and kept under’ an incentive for better visiting 
observation until it is known they men, better types of house officers ' 
are not carriers of disease, is a and nurses, and a better end result 7 
necessity from every point of view. for the patients. The municipal 
Herding patients together in hospital should aim to be an ex- . 
municipal hospitals is no longer ample to other hospitals rather . 
permissible, and provision must be _ than they to it. “ 
3 
There are two kinds of discontent in this world T 
—the discontent that works and the discontent : 
that wrings its hands. The first gets what it wants 4 
and the second loses what it has. There’s no 
cure for the first but success; and there’s no cure : 
at all for the second. 1 


—LORIMER. 
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EASTERN HOSPITAL 
NOTES 


By HOSPITAL BUYER Special 
Correspondent 

There is a strong movement on 
foot to establish a Dental Hos- 
pital, the first of the kind in the 
world. Dr. C. J. Gies is one of 
the leaders in the movement. With 
a population in this city of over 
6,000,000 persons Dr. Gies says 
that the need for a dental hospital 
is apparent. He says that there is 
no place where a poor person can 
get proper dental treatment at 
what he calls reasonable charges, 
and at the same time where he 
can get efficient X-ray treatment 
and efficient dental service on the 
same basis. 

Dr. Gies recently presented this 
matter to the Civitas Club of New 
York City and urged it to get be- 
hind this movement for the estab- 
lishment of a dental hospital. He 
pointed out that there is a large 
amount of suffering among thou- 
sands of persons because of the 
prevalence of dental disease. Near- 
ly one hundred per cent need at- 
tention, he declared. 

Dr. Gies asserted that there is 
no dental hospital, using the term 
broadly, anywhere in the world. 
There are clinics for those able 
to walk to and from them. In 
some few cases, he said, there are 
couches or beds provided for the 
patient to lie down on after an 
operation but there is no real hos- 
pital in the city or even in the 
country, where it is possible to 
obtain proper accommodation in a 
hospital for the dental patient. 
The dentist is there as a subordi- 
nate; he lacks some of the facil- 
ities to do good work that he is 
able to do and wishes to do. 

There are hospitals for meta- 
bolism, cancer, eye, ear and throat 
and numbers of other things, says 


_ Dr. Gies, and it is only the dental 


hospital that is missing. There is 


plenty of room for a hospital for 
dental and oral diseases, he says. 
It would interest the public, med- 
ical men and dentists in their treat- 
ment of various diseases many of 
which are attributed to dental 
trouble but which do not receive 
as much care as diseases arising in 
other parts of the body. 

Dr. Gies claims that from the 
statements made by medical men, 
and others, optimism is justified 
in the idea of establishing a dental 
hospital that would make it unique 
in the world at large. The insti- 
tution, he said, should be endowed 
to enable it to take cases of those 
who can pay and those who cannot. 

At teachers’ colleges oral hy- 
giene is indifferent to dental 
trouble, he said. Some remained 
behind to learn where competent 
treatment could be obtained at 
rates within the means of all per- 
sons. Others were unable to get 
treatment because of the High 
rates. Many are thus handicap- 
ping themselves by neglect and are 
in a predicament because they do 
not have the means to pay for 
proper treatment. A great dental 


“hospital would provide treatment 


for such cases within the means of 
all—teachers, professional men and 
women, low-salaried men and 
women in all walks of life would 
be able to obtain the most skilful 
treatment at reasonable rates. 

A dental hospital would provide 
much desired things—the collection 
of a staff of experts in every line; 
the attention of a group of minds 
instead of only one mind; the op- 
portunity for group study would 
make this hospital a place for final 
resort and usefulness. 

“Every person needs dental at- 
tention at least twice a year,” said 
Dr. Gies. “This dental hospital 
would be merely a drop in the 
bucket in regard to treating all. A 
high standard would be maintained 
and it wouldn’t disturb economic 
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conditions among dentists or den- 
tal schools of which there are now 
three. If there were three hun- 
dred of them it couldn’t cover the 
demand. It is an educational clinic 
primarily. Dental schools will 
never lack students or opportunity 
because of a hospital. Medical 
men would welcome the opening 
of a dental hospital. The addition 
of such a dental hospital would 
make it available to all doctors. 
All matters pertaining to preven- 
tion of disease would be studied.” 


With department stores that 
employ as many persons as would 
equal the population of a small 
country town, illness is sure to 
break out among some of them 
during business hours. There are 
some New York proprietors real- 
izing this, and that it pays well in 
the long run to take care of the 
health of their employes, and who 
have accordingly made the neces- 
sary provision for so doing. A. I. 
Namm and Son, of Brooklyn, is 


sone of these firms. But it is not 


only the employes they are ready 
to take care of as far as emer- 
gency cases of illness arise but 
their customers too who should 
meet with an accident or should 
be taken ill in the store while 
shopping. 

Namm’s Department Store em- 
ploys about 2,000 persons. How 
many customers visit their stores 
during a year, or a week, it is 
hard to say because no count is 
kept of them but some idea may 
be formed when it is stated that 
their transactions amount to some- 
thing over’ 10,000,000 a year. 

Sometimes a customer will meet 
with an accident in the store—will 
fall down and hurt a limb or faint 
during hot weather, or may be 
seized with some other trouble. 
For such cases and those of their 
employes Namm’s have installed a 
miniature hospital on the top floor 
of their building in Fulton street 


where it is quiet, light and cheer. 
ful. 

The accommodation provides first 
of all a comfortable waiting room 
where in the case of several 
patients awaiting attention they sit 
to take their turn. 

Then comes the doctor’s office, 
where Dr. Knoller is in charge 
and gives medical advice and 
treatment. 

Adjoining this room is a large 
treatment room with necessary 
drugs and appliances ready for 
use. 

Further along comes a_ ward 
with ten beds for women where 
temporary treatment can be given, 
The very serious cases are sent 
after emergency treatment to an 
outside hospital. 

Another ‘ward provides beds for 
men. These are fewer in number 
because it is found that the men 
patients are fewer. The wards are 
spotlessly clean, roomy and have 
plenty of light and opportunity = 
the sun to come in. 

Another convenience provided is 
a patent wheel chair to carry the 
patient to the elevator. 

An average of 75 cases a day 
are handled in this miniature hos- 
pital. The number depends largely 
on the season of the year. All 
medical advice and treatments are 
free. 

The employes are permitted at 
all times also to consult the physi- 
cian on their general health. 

In the case of employees who 
are sick at home or in an outside 
hospital regular visits are paid by 
members of the mutual aid society. 

Aside from their hospital serv- 
ice there is a luxurious rest room. 
A certified dietitian takes care of 
the food end of the question. 

Gymnasium facilities are pro- 
vided close by for both men and 
women employes. Classes are held 
twice a week. 

It is the hope of Major Namm, 
head of the firm, to develop the 
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usefulness of his little hospital. 
He plans to put in a dentist who 
will look after the teeth of his em- 
ployes, and later on it is intended 
to provide for regular physical ex- 
aminations. Miss J. Jaeger is 
nurse in charge of the hospital. 


EPISCOPAL CHURCH HOS- 
PITAL CONFERENCE 


The first national conference of 
workers in the hospitals conducted 
throughout the United States by 
the Episcopal Church was held at 
the Republican Hotel, Milwaukee, 
Wis., October 31. 

The conference was attended by 
representatives from practically all 
of the seventy hospitals controlled 
and operated by the church, and 
was presided over by Dr. William 
S. Keller, a prominent physician 
of Cincinnati. 

During the conference, a series 
of papers were read by prominent 
hospital directors and workers, in- 
cluding Dr. Thomas Alfred Hyde, 
superintendent of Christ Hospital, 
Jersey City, and chairman of the 
National Committee on Church 
Hospitals, who spoke .on “Our 
Hopes and Plans for Church Hos- 
pitals.” 

It was Dr. Hyde’s interest in 
bringing together the workers in 
Church Hospitals that resulted in 
the organization of the National 
Committee, and the calling of the 
Milwaukee conference. 

Miss Edna Foley, superintendent 
of the Visiting Nurse Association, 
of Chicago, and vice-president of 
the Collegiate Bureau of Occupa- 
tions, spoke on “Nursing as a 
Churchwoman’s Opportunity,” and 
Miss Amy F. Cleaver, chief of 
social service at St. Luke’s Hos- 
pital, New York, presented a pic- 
torial display of the various steps 
necessary in organizing hospital 
social service. 

The conference closed with a 


dinner in the evening, which was 
attended by all of the visiting dele- 
gates. 


METHANOL APPROVED AS 
NAME FOR WOOD 
ALCOHOL 


Many manufacturers are now 
using the term “Methanol” in all 
catalogues, price lists and other 
literature in order to prevent as 
far as possible the misuse of wood 
alcohol by those who, through ig- 
norance, confuse it with ethyl 
alcohol or denatured alcohol. 

The National Wood Chemical 
Association has recommended the 
universal adoption of the term 
Methanol to designate Wood 
Alcohol. 

Wholesale druggists are urged 
to follow the suggestion of the 
manufacturers and change all cata- 
logues and price lists, eliminating 
therefrom the words “good alco- 
hol” and substituting the technical 
name “methanol.” Labels should 
also be changed, “Methanol” dis- 
placing “wood alcohol.” Present 
supplies of labels, of course, need 
not be wasted, but new _ ones 
should bear the name suggested. 
Billing and ordering should be 
conducted in the name “Meth- 
anol.” Salesmen should be ad- 
vised to encourage retail druggists 
to order and sell “Wood Alcohol” 
as “Methanol.” Poison labels and 
other matter concerning uses of 
“Wood alcohol” now required by 
law should always be used on re- 
tail packages bearing the label 
“Methanol.” 


Hospitat 

“The lady seemed to get insulted 
when IJ asked for a hot-water bot- 
tle for my feet.” 

“That was the head nurse.” 

“Oh, they specialize to that ex- 
tent, do they? Kindly send me the 
foot nurse.” — Louisville Courier- 
Journal. 
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ALPHABETICAL LIST OF 
EXHIBITORS 
Twenty-fifth Annual Conference 
and Exposition of American 
Hospital Association, 
Milwaukee 


Altro Manufacturing Co., 1157 
Southern Blvd., New York, N. Y. 
Garments. 

Albatross Metal Furniture Co., 
Hospital and Physicians’ Requi- 
sites, Portland, Ore. 

Aluminum Cooking Utensil Co., 
Aluminum Cooking Utensils (Also 
Model Kitchens), New Kensing- 
ton, Pa. 

American Association of Hos- 
pital Social Service Workers, New 
York City. 

American Hospital Supply Co., 
Hospital Supplies, 136 W. Lake 
St., Chicago, III. 

American Ironing Machine Co., 
Simplex Ironer, 530, 168 N. Mich- 
igan Ave., Chicago, IIl. 

American Journal of Nursing, 
Magazine, 19 W. Main St., Roch- 
ester, N. Y. 

American Laundry Machine Co., 
Cascade Washer, Norwood Sta- 
tion, Cincinnati, Ohio. 

American Occupational Therapy 
Association, New York City. 

American Sterilizer Co., Steril- 
izers, Erie, Pa. (See E. H. Karrer 
Co.) 

Applegate Chemical Co., Indel- 
ible Ink, Linen Marker, 5632 
Harper Ave., Chicago, Ill. 

Armstrong Cork Co., Flooring, 
Lancaster, Pa. 

E. A. Armstrong Imperve Co., 
Sheeting and Sheets, Watertown 
72, Mass. 

American Medical Association, 
535 N. Dearborn St., Chicago, III. 

American Library Association, 
78 E. Washington St., Chicago, III. 

Bacteriological Laboratories of 
G. H. Sherman, M. D., Vaccines, 
14600. S. Jefferson Ave., Detroit, 
Mich, 


Baker, H. W., Linen Co., Linens, 
41 Worth St., N ew York ‘Cie 

Becton, Dickiessn Co., B-D 
Hospital Thermometers, Syringes 
Needles, Rutherford, N. J. 

Betz Co., Frank S., Druggists, 
‘Surgical, Dental and Veterinary 
Specialties, Hammond, Ind. 

Bonded Floors Co., Floor Coy. 
ering, First National Bank Bldg, 
Detroit, Mich. 

Buildings: Construction, Equip- 
ment and Maintenance, Committee 
on. 

California Peach and Fig Grow- 
ers, Canned and Preserved Fruit, 
Fresno, Calif. 

Canned Goods, Committee on. 

Century Machine Co., Mixer, 
Cincinnati, Ohio. 

Chicago Grain Products Co., Al- 
cohol, 139 N. Clark St., Chicago, 
Ill. 

Clark Linen Co., Linen, 30 E. 
Randolph St., Chicago, III. 

Clark Co., W. N., Fruits (Canned 
and Dried), 333 Hollenbeck, Rock- 
ester, N. Y. 

Coast Products Co., Canned, 
Dried and Preserved Fruits, St. 
Louis, Mo. 

Colonial Hospital Supply Co., 
Surgeon’s Gloves, etc., 31 E. Ran- 
dolph St., Chicago, IIl. 

Colson Co., Invalids’ Wheel 
Chairs, Elyria, Ohio (Factory). 
235 W. Randolph St., Chicago, IIl. 
( Office) « 

Colt’s Patent Fire Arms Mfg. 


_Co., Patent Fire Arms, Hartford, 


Conn. 

Connecticut Telephone & Elec- 
tric Co., Interior Telephone and 
Signal System, Meriden, Conn. 

Converse & Co., Textiles and 
Waterproof Sheeting, 88 Worth 
St., New York City. 

Crane Co., Hospital Fixtures, 
836 S. Michigan, Chicago, III. 

Crescent Washing Machine Co., 
Glass and Dish Washer, New 
Rochelle, N. Y. 

Committee on Cleaning. 
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A Model Victor X-Ray Dark Room 


Victor X-Ray Accessories 


In order that the results which the operator has a right to expect 
from Victor X-Ray Apparatus may be regularly and consistently 


obtained and properly interpreted the Victor X-Ray Corporation 
and its authorized dealers recommend and carry in stock a wide 
range of important accessories. 


These accessories are made either by the Victor X-Ray Corpora- 
tion itself or by other manufacturers, according to Victor specifica- 
tions. In every case they must conform with the high standards 
associated with the name Victor. 


Victor accessories include everything from Coolidge tubes to the 
many devices used in the laboratory and dark room—cassettes, in- 
tensifying screens, films, developing and fixing tanks, developing 
clamps and hangers, drying racks, developing and fixing chemicals, 
protective materials, gloves, goggles, stereoscopes, etc., etc. 


The list is so extensive, so all-inclusive that it cannot here be printed 
in full. A complete catalog will be gladly sent on request. 


VICTOR XRAY CORPORATION 


Supply Sales Department 
236 S. Robey St. Chicago, Ill. 


Branch Offices in All Principal Cities 
SEE OUR EXHIBIT AT MILWAUKEE CONVENTION 
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Committee on the Renovation of 
Gauze. 

Clinical and Scientific Equipment 
and Supplies, Committee on. 

Deknatel & Son, Inc, J. A, 
Glass Headed Notion Specialties, 
Bouquet Pins, Buttons, Identifica- 
tion Necklaces, Wythe Ave. at 
Heyward St., Brooklyn, N. Y. 

Dennison Mfg. Co., Tag Makers 
and Paper Novelties, Framingham, 
Mass. 

Denoyer Geppert Co., Anatom- 
ical Models, Charts, Manikins, 
Stereopticans, Slides, Skeletons, 
5235 Ravenswood Ave., Chicago, 
Ill. 

Diack, Archibald W., Sterilizer 
Control, 49 W. Larned St., Detroit, 
Mich. 

Dispensary Development, Com- 
mittee on. 

Dougherty & Co., H. D., Fault- 
less Bedding, 17th St. at Indiana 
Ave., Philadelphia, Pa. 

Drinkwater Co., Food Service 
Equipment, Trucks, Cabinets, Con- 
tainers, 389 Rider Ave., New York 
City. 

Goldsmith, Lowenfels & Co., 
Blankets, -Sheets, Pillow Cases, 
Curtains, 32 Cooper Square, New 
York City. 

Edwin F. Guth & Co., Lighting 
Fixtures, Jefferson and Washing- 
ton Aves., St. Louis, Mo. 

Fischer & Co., H. G., X-ray 
Equipment, 2341 Wabansia Ave., 
Chicago, 

Grand Rapids Fiber Cord Co., 
Art Fiber, Grand Rapids, Mich. 

Green Oil Soap Co., Soaps, 
Kinny Soap, Water Mixer, 166 N. 
Curtis St., Chicago, III. 

Goder Incinerator Co., Incinera- 
tor, 320 N. Water St., Chicago, IIl. 

General Furnishings and Sup- 
plies, Committee on. 

Hall & Sons, Frank A., Hospital 
Beds and Bedding, 120 Baxter St., 
New York City. 

‘Heidbrink Co., Gas Machines, 
420 S. Sixth St., Minneapolis, 
Minn. 


Hobart Manufacturing Co., Elec- 
tric Mixer, 48-68 Penn Ave., Troy, 
Ohio. 

Holtzer - Cabot Electrical Co, 
Hospital Signaling System, 1104 
Union Trust Bldg., Baltimore, Md, 

Horlick’s Malted Milk, Malted 
Milk, Racine, Wis. 

HospitaAL Buyer, 4739 Ravens- 
wood Ave., Chicago, III. 

Hospital Import Co., Hospital 
Supplies, 21-23 W. 38th St. New 
York City. 

Hospital Library and Service 
Bureau, 22 E. Ontario St., Chicago, 
Ill. 

Hospital Standard Publishing 
Co., Case Records, Charts, etc., 31 
S. Howard St., Baltimore, Md. 

Hospital Specialty Co., Thermos 
Irrigating Can, 12 Melick Court, 
Lincoln, Nebr. 

Hospital Supply Co. and The 
Watters Laboratory, Hospital and 
Surgical Equipment, 155 E. 23rd 
St., New York, City. 


Hume & Endres, E-Z Lift for, 


Hospital Beds, Chilton, Wis. 

Hygienic Fibre Co., Gauze, 227 
Fulton St., New York, N. Y. 

Hospital Management, “Hospital 
Management,” 537 N. Dearborn 
St., Chicago, IIl. 

J. L. Hammett Co., School Sup- 
plies, Occupational Therapy Sup- 
plies, Looms, Weaving Material 
and Basketry Materials, Kendall 
Square, Cambridge, Mass. 

Hospital Progress, “Hospital 
Progress,” 610 Sycamore St., Mil- 
waukee, Wis. 

Hospital Social Service, Maga- 
zine, 19 72nd St., New York, N. Y. 

Insulin Treatment, Demonstra- 
tion of. 

International Nickel Co., Monel 
Metal Products, 67 Wall St., New 
York, N. Y. 

Icy-Hot Bottle Co., The, Icy- 
Hot Bottles, Cincinnati, Ohio. 

Johns-Manville, Inc., Quieting 
Treatment for Hospitals, Madison 
and 41st Sts., New York City. 
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RUBBER GLOVES 


Are Used for Five Reasons: 


They fit like silk. 


deterioration. 
. They wear best—last longest. 
They do not tear easily. 


of thousands of surgeons and hospital buyers. 


for samples and the name of your nearest dealer. 


Massillon, Ohio 


MASSILLON 


IN WELL REGULATED 
OPERATING ROOMS 


’ They combine strength with lightness of touch. 
. They stand frequent sterilizations without 


These points have all been proven to the satisfaction 


Order Massillon Gloves through your supply house—write to us direct 


THE MASSILLON RUBBER CO. 


Please say you saw this ad in THe HospitaL BUYER 
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Johnson Ventilight Co., Photo- 
therapy Ventilights, 732 Federal 
St., Chicago, III. 

Karrer, E. H., Hospital Sup- 
plies, 246 W. Water St., Milwau- 
kee, Wis. (See American Steril- 
izer. ) 

Kaufman, Henry L., Gas Masks, 
Rubber Sheeting, 15 School St. 
Boston, Mass. Columbus, Ohio. 

Lewis Mfg. Co., Absorbent 
Gauze and Cotton, Walpole, Mass. 

Lewis, Samuel, Janitors’ Sup- 
plies, Paper Supplies, Polishes, 
Soaps, etc., 71 Barclay St., New 
York City. 

Lippincott Co., J. B., Books, 227 
S. 6th St., Philadelphia, Pa. 

Lyons Sanitary Urn Co., Liquid 
Dispensers, Milk Urns, Cream 
Urns, 235 E. 44th St., New York 
City. 

Laundry Equipment and Sup- 
plies, Committee on. 

Macbeth Daylighting Co., Ap- 
paratus for Scientific Lighting, 227 
W. 17th St., New York City. 

Macmillan Company, Books, 64 
Fifth Ave., New York City. 

Marvin Co., E. W., Linen and 
Cotton Articles of Clothing, Troy, 

Massillon Rubber Co., Seamless 
Rubber Goods, Massillon, Ohio. 

Meinecke & Co., Rubber Goods, 
Enameled Ware, Surgical Sup- 
plies, 66 Park Pl., New York City. 

Midland Chemical Laboratories, 
Inc., Chemicals, Dubuque, Iowa. 

Modern Hospital Publishing Co., 
Plans—Modern Hospital Nation’s 
Health, 22 E. Ontario St., Chicago, 
Ill. 

Monnier, Ernest, Inc., Rubber 
Goods and Chemists’ Glassware, 
127 Federal St., Boston, Mass. 

Morris Hospital Supply Co., 
Hospital Supplies, 112-114 E. 19th 
St., New York City. 

Morse & Burt Co., Inc., Shoes, 
Flushing and Carlton Aves, 
Brooklyn, N. Y. 

Mott, J. L., Iron Works, Plumb- 
ing and Hydrotherapeutic Equip- 


ment, Trenton, N. J. . 

Walter H. Mayer & Co., Towels 
and Linens, 226 W. Adams St, 
Chicago, II. 

National Child Welfare Associa- 
tion, 70 Fifth Ave., New York 
City. 

Nystrom & Co., J. A., Charts, 
2251 Calumet Ave., Chicago, III, 

National Hospital Day Commit- 
tee. 
Out Patient Committee. 

Palmolive Co., Soap, Milwau- 
kee, Wis. 

Permutit Co., Permutit Water 
Softener, 440 Fourth Ave. New 
York City. 

Pfaudler Co., Glass Lined Steel 
Linen Chute, Rochester, N. Y. 

Pick & Co., Albert, 220 W. Ran- 
dolph St., Chicago, IIl. 

Prosperity Co., Inc., Presses, 
Syracuse, N. Y. 

Paragon Dishwashing Syndicate, 
Inc., Domestic and _ Institutional 
Dishwashers, 14-16 W. Bennett St, 
Buffalo, N. Y. 

Physicians’ Record Co., 509 8, 
Dearborn St., Chicago, III. 

Randles Mfg. Co., Nurses’ Uni- 
forms, Ogdensburg, N. Y. 

Read Machinery Co., Speed 
Mixing and Kitchen Machines 
(also Model Kitchens), York, Pa, 

Ross, Will, Paper Napkins, Ta- 
ble Covering, etc., 432 Broadway, 
Milwaukee, Wis. 

Simmons Co., The, Simmons 
Hospital and Institution Equip- 
ment, Kenosha, Wis. 

Sharp & Smith Co., Surgical In- 
struments, 65 E. Lake St., Chicago, 
Ill. 

Squibb & Sons, E. R., Manufac- 
turing Chemists, 78 Beekman St, 
New York, City. 

Apparel Co., Nurses’ 
niforms. 

upply Co., 421 Erie 
land, Ohio, Hospital 
Equipment, 118 E. 
w York City. 

| Exhibit of Hospital 
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Eleven 
McKesson Machines 


were recently installed in 
one hospital; six in the 
Maternity Department 
and five in the operating 
rooms. 


Are you using 
gas-oxygen anes- 
thesia and anal- 
gesia to the best 
advantage in 
your hospital? 


Write us re- 
garding your an- 
esthesia prob- 
lems, or let us 
send you our Cat- 
Ry A alog No. 11, de- 
\ wae) scribing these ap- 
pliances. 


McKesson Universal Unit No. 100 


Toledo Technical Appliance Co. 


2226 ASHLAND AVE. 
TOLEDO, OHIO 


Toledo Technical Appliance Co., 
Toledo, Ohio. 


Gentlemen: 
Please send me your Catalog No. 11. 


Please say you saw this ad in THe HospPitaL BuyER 
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Stedman Products Co., Flooring, 
South Braintree, Mass. 

Safety Anaesthesia Apparatus 
Concern, Safety Gas Oxygen Ap- 
paratus, 1652 Ogden Ave., Chica- 
go, Ill. 

Seidel & Sons, A., Seidel Jelly 
Maker, 1245-57 Garfield Ave., Chi- 
cago, Ill. 

W. B. Saunders Co., Publishers, 
Philadelphia, Pa. 

Sanitary Equipment Co., Thera- 
‘peutic Apparatus, Battle Creek, 
Mich. 

Thorner Bros., General Hospital 
Supplies, 388 2nd Ave., New York 
City. 

Toledo Technical Appliance Co., 
Scientific Apparatus, 2226 Ashland 
Ave., Toledo, Ohio. 

Trained Nurse & Hospital Re- 
view, Magazine, 37 W. 39th St., 
New York City. 

Utica Steam & Mohawk Valley 
Cotton Mills, Sheets and Pillow 
Cases, Utica, N. Y. 

U. S. Industrial Alcohol Co., 
Alcohol, 3652 Archer Ave., Chi- 
cago, III. 

United States Rubber Co., Rub- 
ber Flooring, 1790 Broadway, New 
York City. 

U. S. Slicing Machine, Slicers, 
La Porte, Ind. 

Universal Hospital Supply Co., 
Hospital Supplies, 500-512 No. 
Dearborn St., Chicago, IIl. 

Universal Indicatro Co., Hos- 
pital Signal System, Mack Block, 
Milwaukee, Wis. 

Ventlight Co.,- Shade Adjuster, 
16 S. Third St., Columbus, Ohio. 

Victor X-ray Corporation, X-ray 
Equipment, 236 S. Robey St., Chi- 
cago, Il. 

Vit-O-Net Mfg. Co., Electric 
Blankets and Pads, 1225 N. Clark 
St., Chicago. IIl. 

Vorclone Co., Drying Tumblers 
and Fan Devices, 338 S. Water St., 
Milwaukee, Wis. 

Wilmot Castle Co., Sterilizers, 
Rochester, N. Y. 

Wisconsin School for the Deaf, 


Delavan, Wis. 

Wright Rubber Products Co, 
Rubber Flooring, Tile, Racine, 
Wis. 

West Mfg. Co, P. C, Can 
Opener, (Also Model Kitchens), 
105 Monroe St., Chicago, Ill. 

Waters-Genter Co., Automatic 
Toaster, 20 No. Second St, 
Minneapolis, Minn. 

Wilson Rubber Co., 
Gloves, Canton, Ohio. 


Rubber 


Whole hearted support was 
given a $600,000 bond issue for the 
erection of a new city hospital in 
Lima at the August primary elec- 
tion. The institution will be 
known as the Lima Memorial City 
Hospital, in honor of veterans of 
the World War. Plans for the 
purchase of a site and construc- 
tion work went forward as soon 
as financing of the project was 
assured. 

Ground was broken, September 
10, for the new nurses’ home to, 
be erected at White Cross Hos- 
pital, Columbus. It will be a two- 
story brick structure with 35 
rooms. Miss Elizabeth Reynolds 
and Miss Mary C. Sands, both of 
Baltimore, Maryland, have en- 
tered upon their duties as super- 
intendent and instructor, respec- 
tively, in the nurses’ training 
school of the hospital. 

Plans are being drawn for a 
$600,000 hospital building, with a 
capacity of 196 beds, to be built 
by Bethesda Hospital, Cincinnati. 
Funds will be raised by public sub- 
scription in a campaign during the 
coming month. Since its establish- 
ment in 1898 Bethesda Hospital is 
said to have treated 40,000 patients. 


The world likes a hopeful, sun- 
ny, buoyant character, shunning 
gloomy prophets who see only 
failure and disaster ahead. 


The easiest and best way to ex- 
pand the chest is to have a large 
heart in it. 
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‘ Steam Exploded | 
AS Quaker Puffed Wheat is whole wheat steam exploded. 
The process was invented by Professor A. P. Anderson, 
Tr formerly of Columbia University. 
0, Over 125 million steam explosions are caused in every 
di kernel. The food cells are thus broken for easy digestion. 
5 The grains are puffed to 8 times normal size. They 
ts come out airy tidbits, thin, flaky, crisp and nut-like. 
if Thus whole grains are made tempting. Puffed Wheat 
% in milk supplies minerals, vitamines and bran in a delight- 
ful form. 
c Quaker Puffed Rice is rice grains puffed in like way— 
g a delicious food confection. 
No other process so fits grain foods to digest. 
a 
Quaker Puffed Wheat 
Quaker Puffed Rice 
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ATTACKS PRIVATE HOS- 
PITALS FOR THEIR 
METHODS OF RAIS- 
ING FUNDS 


Bird S. Coler, Commissioner of 
Public Welfare, has been getting 
after some of the private hospitals 
for their methods in raising funds. 


In a recent address before the 


conference of Charities and Cor- 
rections, he accused the private 
hospitals of making false repre- 
sentations in soliciting funds. He 
said they collected funds on ac- 
count of their supposed charitable 
activities but said it was difficult 
for a charity case to get admit- 


' tance to these private hospitals. 
_ The city institutions, on the other 
: hand, he said, are open to all. 


Mr. Coler urged that the solicit- 
ing of funds be put on a straight- 
forward business basis, saying all 
“gambling schemes” to raise money 
for charitable purposes was a mis- 
take, as the practice tended to un- 


' dermine the honesty of the com- 


munity. He said it was easier and 
better to get money by being on 
the level than by “gyp” methods. 

It is proposed to raise a bond 
issue of $50,000,000 for the support 
of state institutions. It is said 
that the 38,000 insane patients of 
the state are crowded into quar- 
ters for only 31,000 patients, and 
there is a great fire danger in this 
fact. 

. The Wyckoff Heights Hospital, 
of Brooklyn, is campaigning to 
raise $350,000 to build a new wing. 
The appeal by its president, John 
Welz, is being spread broadcast. 

: The need for an _ additional 
building is evident. Members of 
the hospital staff constantly request 
more beds and more private rooms 
for patients. More operating 
rooms are also asked for. 

The Board of Directors is desir- 
ous to meet the increased demands 
and to start work as soon as pos- 
sible on the proposed five-story 


wing at St. Nicholas avenue and 
Stockholm street which is to be 
similar to the wing on the Stan- 
hope street side of the hospital,: 

President Welz has devised a 
novel method by which he hopes 
to increase the building fund 
through a five-year contribution 
pledge campaign. Already pledges 
ranging from $250 to $10,000 have 
been received. 

The wing will provide from 
thirty to forty modern private 
rooms, a maternity floor, a chil- 
dren’s floor, operating rooms, a 
recreation roof, additional offices 
and visitors’ rooms and depart- 
ments for surgical and medical 
service. The, present building is 
to be remodeled to provide for 
larger wards for the public. 

A story containing twenty-two 
rooms recently was added to the 
Nurses’ Home. When these are 
equipped they will be occupied by 
the nurses in training and_ the 
graduates. Lack of quarters for 
pupils and graduates had been felt 
for many years, and temporary 
quarters had to be found for them 
in the hospital proper at a great 
financial disadvantage to the ad- 
ministration. 

The Training School Committee 
of which Ludwig Nissen is chair- 
man and Dr. George Burkhard is 
secretary, has under consideration 
many improvements for the com- 
fort of nurses and pupils. 

The Jamaica Hospital in the 
borough of Queens is to start a 
drive this month to increase the 
fund for the completion of the 
hospital. The attempt will be made 
to raise $250,000 needed to make 
up a fund of $750,000. A bazaar 
and fair will be held early in 
November for this purpose. 


“Tf you want to be cheerful, jes’ 
set yer mind on it and do it.” 


Genius is the art of taking in- 
finite pains.—Carlyle. 
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Ask any patient who has ever used 
a Smith & Davis Hospital Bed. He'll 
grow enthusiastic telling you what a 
real “posture” bed means. 


It eliminates bed sores — absolutely 
“shuts them out”. That support un- 
der the knee prevents the patient’s 
slipping, does away with friction and 
adds indescribably to comfort. 


Send for Catalogue of Hospital 

Beds and Hospital Metal Furni- 

ture. You might as well buy 
the BEST 


=." 


SMITH &DAVIS MFG. CO. Stfouis. LSA. 


Please say you saw this ad in Tue HosPitaL BuYER 


55 
1s = | = 
for = 
\ = | 
wo | 
\ = 
“| the patient~ 
by 
the = 
for SMITH 
“DAVIS 
elt 
em 
eat 
id- 
tee 4 
if- 
is 
ion 
the 
the 
the 
ike 
in 
es! 


56 THE HOSPITAL BUYER 


November, 193 


THE AUSTIN HOSPITAL, A 
COMMUNITY INSTITU- 
TION 


Austin Hospital, 5958 W Lake St., 
Chicago, 


The suburbs in the west end of 
Chicago are deficient in hospital 
accommodations, and in order to 
remedy this the business men of a 
group of communities got together 
and organized the Austin Hospital 
by incorporating a company with 
seven hundred thousand dollars 
capital divided into seven thousand 
shares of 7 per cent preferred 
stock of a par value of one hun- 
dred dollars each. One hundred 
and fifty thousand dollars was 
raised privately, a plot of ground 
acquired, and the building com- 
menced. 

A drive is now nearing a suc- 
cessful conclusion to sell the bal- 
ance of the stock in the com- 
munities interested, under the man- 
agement of the National System 
Company, with fifty teams work- 
ing, composed of five hundred 
workers. 

Although the stock bears inter- 
est, it is not intended that the 
shares shall be sold as‘a source of 
revenue. They are being sold on 
the basis of the individuals of the 
communities, each contributing to 
create a hospital for their own 
needs or those of their neighbors 
and friends. 

The hospital will, by its charter, 


be under the policy of the open 
staff. Patients may be under the 
care of the hospital’s staff or un- 


der their own physician’s care, as | 


they may elect. 

The Board of Directors will be 
elected by the shareholders, and, 
with the exception of one physi. 
cian, will consist of business men. 

The building, designed by J. 0. 
Pridmore, Architect, Chicago, will 
be built in the form of an X, all 
rooms exposed to the sun. The 
construction will be entirely fire- 
proof, concrete, and fireproof tile 
throughout with metal window 
frames. 

The heating plant, laundry and 
refrigerating plant will be in a 
separate building. The heating 
system will be of the vacuum re- 
turn flow type, and oil burners 
will be used, thus insuring a more 
equal temperature, and absence of 
dirt. 

The medical, surgical and ob- 
stetrical wards will be entirely 
separate from each other, and 
there will be departments of hy- 
drotherapy, electrotherapy, mas- 
sage and physiotherapy. A roof 
garden is also provided for, and 
the hospital is situated so as to 
be away from any noises with 
plenty of ground to secure air 
space. 

The action of the citizens of 
this community is a striking ex- 


ample of the growing feeling that 


a hospital of the best type is a 
necessity to every community and 
one which only their own indi- 
vidual efforts can provide. 


BACK OF THE GERMAN 
LINES 


(Continued from page 40) 
portation, it is of prime importance 
to provide the passengers with 
thermos bottles with hot drinks. 
Coffee ranks first because it is 
‘stimulating at the 


time. 
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INNOVATION 


IZAL—A Powerful Disinfectant and Insect 


Repellant in POWDER Form 


Uses for 
IZAL Powder 


Toilets 
Garbage Cans 
Floors 

Cellars 

Halls 
Dispensaries 
Hospitals 
Health Boards 
Schools 
Street Cars 
Chicken Coops 
Dog Kennels 
Barns 
Garages 
Factories 
Stock Farms 
Cattle Pens 


NEW YORK 


Izal Powder stays where you 
put it. It is particularly appli- 
cable in uses for which liquid 


disinfectants are unsuitable. 


IZAL POWDER IS SAFE, 
EFFICIENT AND 
ECONOMICAL 


Special prices to Physicians, Schools, 
Hospitals and Health Boards 
Ask your druggist or order direct 


THE ABBOTT LABORATORIES 


CHICAGO 


Canadian Agent: Hygiene Products, Ltd. 
Montreal, Toronto, Winnipeg, Calgary and Vancouver 


SEATTLE SAN FRANCISCO LOS ANGELE 


Please say you saw this ad in THE HospitaAL BUYER 
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PAINTING THE HOSPITAL 


(Continued from page 34) 
enough zinc oxide has been added 


to make it “Milky.” If a dull fin- 
ish is desired the surface may be 
rubbed with pumice stone, or 
rotten stone and water. Labora- 
tory walls finished in this way will 
remain white, and can be kept 
clean by washing. 


CORRALLING IDEAS FROM 
CURRENT MEDICAL 
LITERATURE 


Practical help for nearly every 
department of the hospital can be 
found in the Quarterly Cumulative 
Index to Current Medical Litera- 
ture published by the American 
Medical Association. 

Turning directly to the subject 
“Hospitals” in the current issue, 
one finds several pages of classi- 
fied references. Under the sub- 
heading “Administration” are listed 
helpful articles concerning cutting 
cost of institutional service; hos- 
pital administration under the 
eighteenth amendment; developing 
a satisfactory intern service; func- 
tion of the municipal hospital; 
management of surgical service; 


_ administration from the viewpoint 


of the patient and of the trustee. 

Under the subhead “Construc- 
tion” are timely references on such 
subjects as designs for various 
types of institutions and problems 
of the specialized institutional 
building. 

Application of income tax to 
hospitals; overcoming adversities 
in hospital campaigns; the com- 
munity chest; insurance policies 
that protect the hospital; co-opera- 
tive purchasing service—are among 
the practical articles that may be 
located under “Finances.” 

How various institutions handle 
the ever-present problem of food 
service can be traced down by re- 
ferring to “Dietetics.” 

Interesting to manufacturer as 


well as hospital official is the sec. 
tion of references on “Equipment,” 
dealing with breakage and _ loss, 
screening, how to buy linens, elec. 
tric sterilizers for the hospital, im- 
portance of paper in the modern 
institution, equipment of a prize 
small general hospital. 
Altogether, the QUARTERLY 
CUMULATIVE INDEX now 
lists 25 journals. To read all of 
these publications and to classify 
the articles both by subject and by 
author entails a large amount of 
work. However, the American 
Medical Association realizes the 
importance of such service to 


physicians, hospitals and libraries, | 


and for this reason has kept the 
charge for the Index at a low fig- 
ure. It is not conducted for profit. 
Of current interest to most phy- 
sicians and hospitals is the sub- 
ject of Insulin. It is interesting to 
find in the last issue of the Index 
that “Insulin” and “Diabetes, In- 
sulin in” together have 125 refer- 
ences covering the discovery and, 
manufacture of Insulin, effects of 
insulin on the blood sugar, its use 
in diabetes and complications of 
diabetes, etc. These references are 
compiled from forty-six leading 
medical journals representing the 
United States and twelve foreign 
countries. 


HAIR NETS 

A national survey of the Medi- 
cal Review has brought forth nat- 
ional endorsement of the plan for 
hair nets for men and women en- 
gaged in the preparation and serv- 
ing of foods. Many of the leading 
health officials are back of the 
movement. In Louisville, Houston, 
Indianapolis and Portland, Ore, 
there are already laws governing 
this. Now we know where a bald 
head is a virtue. 


He who never makes a mistake 


never makes anything. 


To save time is to lengthen life. 
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25% BRAN 


7 HIDDEN IN FLAKES OF ROLLED 
| 


Whole Wheat 


Pettijohn’s solves two problems for you. 1— 
How to make bran inviting. 2—-How to make — 
whole wheat popular. 

It is rolled soft wheat—the most flavory wheat AeA * 
that grows. And each flake hides 25% of bran. £4 ea 

It means whole wheat nutrition with plenty of $s. 
bran in a form that all enjoy. 


Package Free , 
To physicians on request. 


le) Pettijohns 


Siem Rolled Soft Wheat—25% Bran 
: THE QUAKER OATS COMPANY, CHICAGO 


n, A typical Hospital installation of as 
“MATEER” Laundry Machinery 
ld Write for Catalog 


F. W. MATEER & CO. 
Established 1893 


226-232 WEST ONTARIO ST. | CHICAGO, ILL. 
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USED BY 
LEADING HOSPITALS 


Avoid Imitations 


When Ordering 


Ann Hill “Slipperettes”’ 


A necessity to patients with 
foot troubles. And a real 
comfort in bed. iy 
Made of waterproof material 
they hold bandages in place 
on the foot and wet or greasy 
compresses will not stain nor 
dampen bed clothes. Soft 
and pliable. Sample pair, 
$1.50. Special prices in quan- 
tity. 

Easy Feet—Healthy Feet— 
Active Feet—with the use of 
the two Ann Hill Specialties. 


Pedic Cream cleanses the. foot- 
pores, eases the callouses, re- 
duces inflammation. 

Pedic Powder reduces friction, ab- 
sorbs perspiration, soothes the 
tissues. 

If your feet trouble you, ask 
for free booklet and special offer 
to hospital workers. 


_ Ann Hill Mfg. Co. 
Dept. 11 27 Chauncey St. 
LONG ISLAND CITY, N. Y. 


cases treated here without these 
simple, unostentatious, but aj}. 
around expeditious, havens of ref. 
uge for the sick, the tired, the ex. 
hausted perhaps most of all, at 
these four salient points abou 
town? 


ANTISEPTICS IN THE War 


(Continued from page 37) 
used successfully for the purifica- 
tion of Army water supplies in 
bulk, but there has been no sim. 
ple and reliable method by which 
the individual soldier could disin- 
fect his own small water supply. 
This is particularly important for 
cavalry and other rapidly-moving 
troops, landing parties, etc. After 
many substances had been tried 
and found wanting, a compound, 
now known as Halazone, was 
synthesized, which was found 
suitable for the purpose. It, too; 
contains chlorine, is stable, and 
one part will disinfect half a mil- 
lion parts of water. 
taining about as much as a pins 
head of this substance, mixed with 
a little salt, are used for. disin- 
fecting the quart of water in the 
Army canteen bottles, and_ they 
have given good service in Meso- 
potamia and in Egypt. How nec- 
essary water disinfection is, is 
well shown by the tragic death of 
General Maude near Bagdad. 
General Maude had given strict 
orders that no one was to drink 
unsterilized water ; but while visit- 
ing some friendly Arabs, with his 
Staff, he was pressed to drink. He 
would allow-none of his Staff te 
drink, but, fearing to offend, he 
himself drank of the proffered 
cup. His death from  choleré 
shortly after, is of course, we 
known to you. 


Remember that when you're it 
the right you can afford to kee 


your temper, and when you're if \ 


the wrong you can’t afford to los 
it. 
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MPROVISED HOSPITALS 
AT THE HARDING 
FUNERAL 


(Continued from page 28) 

jc hospital near. The national 
qardsmen of the Marion com- 
yny had gone on duty three days 
ice the funeral itself; they had 
gayed at post all the night, with- 
nit sleep and in pouring rain; 
ame had fainted; others simply 
wllapsed where they stood as re- 
alt of this unwonted strain put 
pon them; and then—off and 
away with these, too, in several 
instances, in that car! 

Long before this particular first- 
aid station had been really a long 
time in operation, attendants about 
relate, and before even the twenty- 
fifth case had been recorded (for 
a register has been kept of all 
services done), it was realized that 
the slow progress of the lines 
would give the medical men all 
that they could find to do. 


"— One man reported that it had 


taken exactly one and_ three- 
quarter hours to move from the 
far to the near end of the block, 
and this because, on these side- 
walks, folk stood five to six 
abreast; while on reaching the 


-B cofin such rows were forced to 


divert into one line, that the 
comers might pass the dead single 
file. 

This slow, ceaseless motion, 
rather than normal strides, or yet 
resting; the heat; the lack, almost 


the excitement of it all, 


always, of food, come the meal- 
times, while in line; the strain of 
the trip to town; and, above all, 
told on 
those coming to pay last respects 


to their President thus, again and 


again ! 

The little first aid hospitals did 
valiant service for all of these, 
and for those they must transfer 
to the permanent base hospital be- 
yond, 

What telling just WHAT might 
have come, from no end of the 


FOR HOSPITALS 


CaouaTex’(() 


RUBBERIZED FABRIC 


BY MAIL 
DIRECT FROM: MILL 


Highest Quality 


Rubber Sheetings 
“Aguatex” 


Sheetings are double 
coated according to gov- 
ernment rigid specifica- 
tions. A very fine quality 
rubber is used. 


“Aquatex” Sheetings are 
guaranteed. They will 
be replaced if the serv- 
ice is not satisfactory. 


“@guatex”’ Sheetings are 
water and acid proof. 
They are soft, pliable, 
strong and flexible. 


You can save money by buy- 
ing direct from the mill. 


Write for Sizes and Prices 


Phineas Bernstein Co. 


106-108-110 Worth Street 
NEW YORK CITY 
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POSTMORTEM ROOM 


(Continued from page 22) 
done according to strict scientific 
principles and with full preserva- 
tion of the necessary dignity and 
good taste. 

The pathological institute should 
never be accessible to patients. It 
is best situated at one of the main 
entrances of the hospital so that 


- specimens sent in from the city 


can be delivered promptly and that 
funerals can be arranged without 
having to transport the bodies 
through the entire institution. In 
the illustration, the dissecting room 
is on the right side of the entrance 
together with the bacteriological 


aboratory. The illustration also 


gives an idea of the arrangement 
of a modern hospital. The old 
pavilion system has, as a matter of 


‘fact, been discontinued, since it 


has not been found suitable. It is 
impossible to maintain unobjection- 
able cleanliness in the numerous 


pavilions such as they are found, 


for instance, in the Hamburg Ep- 


-pendorfer Krankenhaus. On the 
‘occasion of any physician’s visit, 


of the frequent, rapid, carrying 
things hither and thither, earth and 
dirt are carried into the wards de- 
spite doormats and similar provi- 
sions for cleaning the _ shoes. 
Moreover, it is extremely difficult 
to provide sufficient heat. Since, 
frequently, one enters immediately 
into the sick room from outside, 
there is a great possibility of caus- 
ing aggravation in the condition of 
the patients by the introduction of 
draughts, of rain, of snow through 
the open door. In summer, the 
heat is often intolerable. 


On the other hand, the large 


blocks of houses have not proved 
acceptable, inasmuch as they dim- 
inish the opportunity to secure 
sufficient exercise in the open air 
for the patients and exposure to 
the sunlight. 


3 Best of all are detached pav- 


ilions consisting of two stories and 
standing so far apart that they 
are not affected by the shadows. 
Each story is provided with 
covered porch with reclining chairs, 
Roomy elevators make possible the 
transport of the patients between 
the individual stories. In the pay- 
ilions for tuberculous patients and 
in those for suppurating joint dig- 
eases, a large portion of the upper 
story is utilized for open-air 
porches in which the direct ex- 
posure to sun rays can be carried 
out freely. This requires only iron 
frames with broad, movable glass 
plates, as they are in use in New 
York in winter gardens and roof 
gardens. 

In the pavilions for severely-ill 
patients, broad passage ways with 
gradual incline and built around 
the house assure the transport of 
the patients acceptably to them and 
to the orderlies. 

The distribution of food can be 
arranged conveniently by small 
kitchen autos traveling on the 
wide streets between the pavilions, 
The officials and the visiting phy- 
sicians also are carried from place 
to place by automobiles. 


JUDGING CHEESE 


To try a cheese, a plug is pulled 
from the top of the cheese by 
means of a cheese trier. 

Flavor is most important in 
judging the quality of a cheese. 
There are different flavors in 
cheese which may be equally good, 
depending on the different ferments 
in the product. Cheese should 
have a mild, lasting taste, and 
should not be sharp and bite the 
tongue. Experts, when judging 
cheese, seldom taste any, since they 
would be confused as to flavor. 
Cheese that is cold, must first be 
warmed up in the fingers before 
judging its flavor by the smell. 

Texture — Although the flavor 
stands first in importance, the tex- 
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ture of a cheese comes next. The 
plug should be ‘smooth, not fuzzy. 
‘When held between the eye and 
the light, it should be translucent. 
If the light does not come through, 
it is a sign that the texture has 
been injured in the manufacture, 
probably by too high acid. A 
piece broken from the plug should 
not crumble off, but should show 
a surface such as flint does when 
broken, and is therefore termed 
“flinty” cheese. Cheese should not 
be meally as is the case with high 
acid or too highly salted products. 
Cheese with round holes or one 
that is soft and pasty will go off 
flavor on further keeping. 

Color —A_ non-colored cheese 
should never be white, but of a 
light amber color. It should be 
even in color from one end of 
the plug to the other. A high 
acid cheese will give a distinct 
odor to the trier, the same as when 
acid touches steel. 

Gross Appearance—A good 
judge can usually tell the quality 
of a cheese from the outside ap- 
pearance. The rind should be 
without cracks, since this indicates 
high acid. The surface should be 
springy when the fingers are run 
over it; that is, it should give 
readily to the pressure and regain 
its position. If the fingers sink 
through a place which does not 
spring back, it indicates a hole or 
soft spot in the cheese. White 
pots on the rind indicate whey. 
Sometimes white spots will dis- 
appear in time, but it is a weak 
point in the cheese. 


There is the story of the dusky 
lady, narrated by Mac in the Rock 
Island “Argus,” who went into a 
drug store and asked for a cent’s 
worth of insect powder. 

“But that isn’t enough to wrap 
up,” objected the drug clerk. 

“Man,” exclaimed the dark lady, 
“T ain’t asked you to wrap it up. 
Jes’ blow it down my back.” 


| ADD Hot 


and Serve 


ee save time in a busy 
hospital where hun- 
dreds of patients must 
be attended daily, use 


CAILLER’S 
MILK COCOA 
Made by the manufacturers of 
the world-famous Peters, Cail- 
lers and Nestles Chocolate. 
Cailler’s Milk Cocoa is all 
ready to serve, 


from alkali— made by the 
natural process. 


GENEROUS 
SAMPLE 

ON REQUEST 
Peter Cailler 
Kohler Swiss 
Chocolate Co. 

Inc. 

181 Hudson St. 
New York, N. Y. 


Swiss. 
spital Pads 


SEND FOR SAMPLES 


Made in Medium and Ob- 
stetrical sizes. Unusually gen- 
erous ends. Pure, all-absorb- 
ent cotten—with soft, velvety 
tubular yarn cover. 


PURITAN MILLS 
SWISS fEXTILE COMPANY 
1133 Broadway, New York, N.Y. - 
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THE BLACKFORD COUNTY 
HOSPITAL 
Hartford City, Indiana 


The Hospital Buyer: 

In answer to your letter of 
August 28, will try to give you 
more information in regards to the 
Blackford County Hospital. The 
Hospital is considered a thirty bed 
capacity, although we could take 
care of more patients. The cost 
of the building was $80,000. 

Mr. E. Hill Turnock of Elkhart, 
Ind., was the architect. And I be- 
lieve he could give you more in- 
formation in regards to the build- 
ing. 

The X-ray machine was put in 
by Doctor C. A. Sellers and is run 
on a percentage basis. 

Doctor H. L. Buckles is presi- 
dent of the Medical Staff. Doctor 
L. E. Werry, Secretary. 


WORKTABLE 


° 
DRAWER FOR EYE TRAY DRAWER FOR SUPPLIES 


WARDROBE WITH WARDROBE FOR 
DOOR | BABY CLOTHES & BLANKETS 
SHeur 


NURSERY - TABLE IN 


BLACKFORD CO. HOSPITAL 
Nursery Table in Blackford County 
Hospital 

We have fourteen private rooms, 
six rooms with private bath, two 
semi-private wards and one five 
bed ward. <A _ beautiful surgery 
department consisting of two oper- 
ating rooms, one sterilizing room 
equipped with an electrical steril- 
izer which cost over $1,200.00, doc- 
tors scrub up room with shower 
bath and built in lockers. The 
X-ray room is also in the operat- 
ing department. This department 
is very conveniently arranged. 

We also have a maternity de- 
partment, a delivery room, nur- 


is made white 
it stays white 


and is famous for its 
beautiful lustre finish 
and extremely long 
wear. 


Let us send you a swatch 
of this famous cloth. 
It’s free and will cer- 
tainly please you. 


Pacific Mills 


Dover, N. H. 


Columbia, S. C. 
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gry, and bath with shower. The 
nursery is equipped with four bed 
hassinetts, one single isolation bed, 
an electric heater, one armless 
rocker, table with baby scales and 
the special made table of my own 
design, this table serves both as a 


wardrobe and a work table, size © 


24 inches wide and 40 inches in 
length, has two drawers for sup- 
plies and eye tray, wardrobe below 
with shelf. A curtain rod all 
ground sides and back of table 
with a muslin curtain tied on with 
tapes to protect baby from drafts, 
will inclose a sketch of the table 
which will give you a better idea 
as to how the table is made, the 
top is made of porcelain enamel. 
Emma M. Stoll, Supt. 


Neoarsphenamine. As a re- 
sult of intensive efforts at the 
Dermatological Research Labor- 
atories, Philadelphia, physicians 
now have at their disposal a 
Neoarsphenamine of a quality 
never before available. 

Neoarsphenamine, D. R. L., 
has a very high spirocheticidal 


power along with a wide margin . 


of safety for the patient. This 
is borne out in practice. At the 
Public Health Hospital, a muni- 
cipal institution at Shreveport, 
La. 10,000 doses have been given 
recently without a single fatality 
or serious reaction. Certainly 
this speaks well for the drug. 

At no time does it pay to be 
penny wise and pound foolish, 
least of all when treating syph- 
ilis. There must bea reasonably 
wide margin of safety for the 
patient, which the best grade of 
drug affords. physician 
wants terrifying reactions to fol- 
low an injection, nor nephritis 
or other serious disorder of the 
vital organs. A few pennies 
should never stand in the way of 
his using at all times a drug of 
the highest grade. Quality in 
drugs of this class should be 
the first consideration. 


Diathermy for Pneumonia 
Easily Administered at 
the Bedside 


FISCHER TYPE “G” 
A Portable Diathermy Apparatus 


Weighs but 50 pounds and may 
be used with full efficiency on any 
wiring of 110 Volts, 60 Cycles, It 
is simple, convenient and effective 
—4,000 milliamperes available. 


“The results in thes? cases are suggestive 
that diathermy may have an influence in 
hastening recovery in pneumonia. rane 
When we have had many more cases to 
report on, we hope to be able to make a 
more definite statement, but this much we 
do know, that in every single case and in 
almost every single treatment the tem- 
porary effect upon the patients was re- 
markable. Cyanosis disappeared. The 
expiratory grunt when present was mark- 
ediy lessened or stopped entirely, respi- 
rations were less labored and the patient 
received from two to four hours of very 
marked relief, in many cases obtaining 
sound sleep. Now diathermy has been 
ordered as soon as the diagnosis is made 
in every case of pneumonia at the Ma- 
rine Hospital.’ "Harry Eaton Stewart, 
M. D., ‘‘Am r‘can As- 
sociation, ”* Sept. 19, 1922. 


You are invited to send for bro- 
chure descriptive of this newly im- 
proved apparatus which makes it 
possible for you to take diathermy 
right into patient’s home 
where the majority of pneumonia 
cases must usually be treated. 


Use Coupon. No Obligation Ineurred. 


H. G. FISCHER & COMP 
2333 Wabansia Avenue, CHICAGO. 


Gentlemen :—Kindly send me descriptive 
details on your Type ‘‘G’”’ Portable Dia- 
thermy Apparatus. 
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Purchasing Information 


Rubber sheeting. An excellent 
quality of rubberized sheeting, a 
fabric which is reputed to stand 
the acid test and the test of long 
service, is known in the trade as 
Aquatex. 

It may be procured direct 
from the manufacturers, the 
Phineas Bernstein Company, 106- 
110 North St., New York City, 
to whom our readers are like- 
wise referred for particulars. See 
also the advertisement of the 
firm in this number of our jour- 
nal. 

Aquatex is said to be rubber- 
ized through and through, not 
merely upon the surface, and to 
possess great strength and flex- 
ibility. The stress limit per 
square inch of fabric is 450 
pounds. 


Gloves for surgeons. Of the 
many and various items to be 
bought for the hospital few re- 
quire more discriminating study. 
on the part of the buyer than 
rubber gloves. 

Gloves may look alike and ap- 
pear to be identical but de- 
cidedly they are not. For rub- 
ber is of many. grades from 
poor to excellent, and upon the 
grade of rubber used in the mak- 
ing of gloves depends their wear- 
ing qualities. One is obliged to 
rely very largely on the integrity 
of the manufacturer and it is best 
to trust to the one who has built 
up a reputation for supplying 
merchandise of this class, a con- 
cern like the Miller Rubber Co., 
for example. 

For 27 years this firm has 
been making rubber gloves rec- 
ognized by dealers and users as 
the standard for quality. 


Equipment. A firm specializ- 
ing in physiotherapeutic equip- 


ment for institutional use, whose 
address numerous inquirers yi] 
be glad to have, is the Sanita. 
rium Equipment Company, 2003 
Washington Ave., Battle Creek, 
Mich. 

Many items needed for the 
treatment rooms are described in 
their catalogue, a copy of which 
may be had on request, including 
electric light lamps and cabinets, 
vibrators, massage tables, dyna- 
mometers, etc. One of the most 
interesting items is the Universal 
Radiantor, an appliance for the 
application of electrical heat, 
which is portable and adjustable 
for local or general use, with 
patient abed or sitting, and has 
other cleyer and unusual fea- 
tures. 


For breakfast. As a change 
from oatmeal, one of the best 
breakfast foods that can be 
served is Pettijohn’s. +A great 
many institutions include _ this 
cereal dish in the morning fare 
every day in the year. 

Its nutritional value is high, 
since it is substantially whole 
wheat with the bran included. 
Every dietitian appreciates what 
this means and every intelligent 
lay person with only an ele- 
mental knowledge of nutrition. 
Such a person of his own accord 
will choose a whole wheat food 
in preference to a finely milled 
cereal, especially when it is 
equally palatable, as Pettijohn’s 
is. This breakfast food, which 
is well known to the trade, is 
put out by the Quaker Oats 
Company. 


Protection. One of the bless- 
ings most esteemed in our pres- 


‘ent civilization and one that dis- 


tinguishes it in part from the 
civilizations of the past, is the 
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se 
ill IN THE OAT DISH. 
ns In Quaker Oats we give the oat dish its maximum de- 
03 lights. For that reason, this brand the world over 
k, holds the premier place. 

_ We use just the finest grains—the choicest one-third 
he of choice oats. We get but ten pounds of such flakes 
in from a bushel. But those ten pounds contain most of the 
ch flavor. 
ng — dish of Quaker Oats with cream and sugar sup- 
ts, plies: 
1a- Protein, 6.06 gms. Calcium, 0.048 gms. Fat, 8.93 
ost gms. Phosphorus, 0.149 gms. Iron, 0.00132 gms. Calo- 
sal ries, 220. 
he Based on these factors, under the system of Professor ; 
“ H. C. Sherman, the oat is rated at 2465, as compared with 
ble 1060 for bread. 
ith Should not a food of such importance be served in its 
finest form? 
Quaker Oats 

Just the Premier Grains 

nge 
est 
be 
‘eat 
this 
“TF It Out For Yourself 
e igure it Out For Yourse 
1ole 
led, Average monthly laundry bills for the 
$250.00 
ele- Cost to do the work in your own laundry 150.00 
10N. 
ord 
ood A monthly saving to apply on machinery .$100.00 
i? Saving in loss and wear and tear...... 15 to 25% 
i Cost of equipment, $1,500.00 to $1,800.00. | 
. Equipment. paid for in sixteen to eighteen months. 
Jats Let us prove these statements 
a American Ironing Machine Co. 
844 W. ADAMS ST. "CHICAGO, ILL. 
the 
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protection given to decent citi- 
zens. 

That decent citizens may pur- 
sue their work and pleasure in 
peace, secure from molestation 
by others, we have police and 
ordinances providing punishment 
for such as molest either our 
persons or our property. 

But the doctor needs addition- 
al protection. He needs protec- 
tion from people seeking to get 
his money  on_ malpractice 
charges. He needs an able de- 
fense when attacked in the 
courts. For this he should turn 
to the Medical Protective Co., 
of Fort Wayne, Ind. 


Light cherapy. The Burdick 
Cabinet Co., 1450 Atlantic Ave., 
Milton, Wis., is announcing a 
new therapeutic lamp with fea- 
tures heretofore unknown to ap- 
pliances of this sort and promis- 
ing better results from electric 
light applications than have been 
possible in the past. 

See the advertisement of the 
firm in this issue of our journal, 
in which these features are 
enumerated. 

Further information in refer- 
ence to this new apparatus may 
be had on application, addressed 
as above, or at 614 South Ash- 
land Blvd., Chicago, where the 
company has an office with a 
well-informed physician in 
charge. 


X-ray outfit. It is now gen- 
erally acknowledged that no 
means nor equipment for diag- 
nosis is complete without an 
outfit for utilizing the roentgen 
rays. 

Perhaps the smallest institu- 
tions in some instances may find 
it advantageous to have their 
raying done outside, but not 
large institutions where this 


work must be done almost daily. 
A considerable percentage now 


have their own equipment or are 
planning for it. Before buying, 
our readers are advised to get in 
touch with the Wm. Meyer 
‘Company, 1646 Girard St., Chi- 
cago, manufacturers of high- 
‘grade equipment for X-ray work, 


A handy disinfectant. 
Powder, recently put out by The 
Abbott Laboratories, Chicago, 
will make this excellent disin- 
fectant and deodorant more use- 
ful than ever. The powder, 
which comes in sifter cans, is 
practical for sprinkling upon 
floors, in sinks and vaults, into 
urinals and garbage containers, 
etc., thus <eeping the premises 
free from offensive odors as well 
as molds and vermin. 

Izal has been a leading disin- 
fectant in Europe and the Far 
East for twenty years or more 
and since its introduction in the 
United States has attracted a 
great man: users. It is twelve 
times more powerful than car- 
bolic acid as tested by the U. S. 
Hygienic Laboratory method, 
and superior in every ways to 
chloride of lime, formalin and the 
ordinary cresylic preparations. 

An idea of its efficiency may 
be had from the following com- 
parison: to disinfect a typhoid 
stool with chloride of lime, 1:100, 
requires about five hours; with 
Izal in the same strength this 
may be done in fifteen minutes. 


Hospital pads. The wants of 
perhaps 85 percent of all the 
hospitals in the country are sup- 
plied by the Puritan Mills Swiss 
Textile Co.. 1133 Broadway. New 
York City. 

Swiss Hospital Pads are uni- 
formly of excellent quality, made 
from a good grade of absorbent 
cotton, and available in both the 
standard sizes known as medium 
and obstetrical. They come in 
bundles of a dozen each, packed 
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Neoarsphenamine, D. R. L. 
(Licensed by The Chemical Foundation, Inc.) 


OLERATION tests show that NEOARSPHENAMINE, 

D. R. L. is from 75 to 100% above Government 
requirements. The D. R. L. average is between 350 and 
400 milligrams per kilo of body weight. The Govern- 
ment requirement is 200. 

In trypanocidal activity NEOARSPHENAMINE, 
D. R. L., equals that of Arsphenamine of any brand and 
is less toxic. | 


For Safety First and Quality Al- 
ways Telephone Your Dealer for 
D. R. L. NEOARSPHENAMINE 


Note: For the convenience of physicians, D. R. L. 
NEOARSPHENAMINE is supplied by dealers in bulk 
packages containing 10 ampules of the drug in one size 
(.9 gram, .75, .6 or .45 gram as ordered), and 10 am- 
pules of double distilled water in hard glass ampules. 

No extra charge for distilled water in bulk packages. 

20% discount to physicians in orders of 10 ampules, 


‘bulk packages or otherwise. 


Send for booklet, “The Treatment of Syphilis” 
Also literature on Arsphenamine, Neoarsphenamine and 


The Dermatological Research Laboratories 
1720-1726 Lombard St., Philadelphia 
Branch of 


The Abbott Laboratories 
4753 Ravenswood Ave., Chicago 
New York Seattle San Francisco Los Angeles Toronto 
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100 bundles to the case. 
for case lots are right; by buying 
in lots of 5 or more cases a 
worth while saving can be ef- 
fected. 

Samples may be had on re- 
quest. 


Foot comfort. Orthopedists 
and others, in the interest of 
many patients, will be interested 
in the Slipperettes made by the 
‘Ann Hill Co., 27 Chauncey St., 
Long Island, N. Y. These foot 
‘coverings serve nicely after oper- 
ation and .during treatment in 
which .ointments and other ap- 
plications are used. They pro- 
tect the bed linen from stains 
and keep dressings snugly. in 
place. 

The same company supplies a 
foot powder which is appreciated 
by nurses and hospital attend- 
ants, who necessarily are on 
their feet a great deal of the 
time and consequently subject to 
more or less discomfort. <A 
booklet in reference to it may 
be had on request. 


Cocoa and chocolate. Among 
the largest producers of cocoa 
and chocolate in America is F. 
Bischoff, Inc., 148 Sands St., 
Brooklyn, N. Y. This firm is not 


only noted for the volume of - 


business done in this commodity 
but also for brands representing 
the highest known quality. 

Buyers, especially of large or 
bulk quantities, will find it ad- 
vantageous to place their orders 
direct with this firm. 

Attractive prices are quoted 
for chocolate in 100-pound cases 
and for beverage cocoa in lots 
of 10 to 200 pounds. 


Saves fuel. The rising cost of 
coal is yearly increasing the 
overhead on account of heating 
_ hospitals, in common with all 
large buildings, excepting those 


Prices 


‘pipes themselves. 
‘tion write the Acme Asbestos 


heated with petroleum oil. ; 
In the ‘construction of new 
buildings, and the remodeling -of 
old ones, a considerable saving 
can be effected by covering all 
steam and hot water conducting 
pipes with asbestos. A good 
grade will last as long as the 
For informa- 


Covering & Supply Co., 212 
North Elizabeth St., Chicago. 


The milk supply. The source 
of the milk used in hospitals, 
particularly where the inmates 
are largely children, is a zeal- 
ous .concern for the steward’s 
department; if not, it ought to 
be. . 

Many institutions find it ad- 
visable and sometimes necessary 
to keep their own herd of -milch 
cows, a commendable arrange- 
ment because the milk supply is 
thus under direct observation. 
The herd should preferably con- 
sist of Holstein cattle, which give , 
a superior quality of milk, as 
analysis shows. 

When the milk comes from 
an outside dairy, and in large 
cities, there are many dairies to 
choose from, one having a Hol- 
stein herd should be favored. 

A list of dealers in purebred 
Holstein milch cows may be had 
by writing the Holstein-Friesian 
Assn. of America, 229 East Ohio 
St., Chicago. 


When you get into a tight place, 
and everything goes against ‘you, 
til it seems as if you couldn’t hold 
on a minute longer, never give up 
then, for that is just the place and 
time the tide will turn, 


Tue WorLD SMILES WITH YOU 
Smile, ands the world smiles with 
you, 
“Knock,” and you go alone; 
For the cheerful grin 
Will let you in 
Where the kicker is never known. 
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Consider your beds. If it is 
true that it pays in the long run 
to buy the best, it is true of beds. 
The most successful hotel men 
will support this assertion. Ex- 
perience has taught them that 
good beds are worth all the 
money they cost and conversely 
that poor beds are abominable 
from every viewpoint. 

Hospital beds, it goes without 
saying, should be of the kind 
that give the maximum comfort 
to the patient and at the same 
time are easy for the attendants 
to make up and move about. 
The special type known as the 
posture bed is best for hospitals. 
This is made by the Smith & 
Davis Co., St. Louis, to whom 
inquiries should be addressed. 


“Please excuse Mary for being 
jumpy. She just got better of St. 
Fido’s dance.” 


SANEQUO 
THERAPEUTIC 
APPLIANCES 


Our Special Therapeutic 
Equipment for Hospi- 
tals and Sanitariums in- 
clude all types of 


Electric Light Bath Cabinets, 


Mechanical Swedish Appa- 
ratus 

Sinusoidal Machines 

Wide Range of Physiothera- 
peutic appliances 


Descriptive Folders and Price 
Lists on Request 


Sanitarium Equipment Co. 


Battle Creek, Michigan 


Don’t Be age 
Old-Fashioned 


* THE matter of applying 
heat to the bodies of your 
patients! Do away with the 
old-fashioned, uneven tem- 
peratured hot-water bottle! 
rut your hospital up-to-date 
by installing 


WHITNEY 


Electric 


VITOPAD 


The labor-saving, time-saving, in- 
dispensable heating pad. Price 
$8.00 complete. 

The Whitney VITOPAD is GUAR- 
ANTEED to be the safest and 
most reliable heating pad on the 


market; it cannot burn because: 


our faultless thermostat will not 
let it. 


(NOTE: D.M. A. stores use and ' 


recommend this pad ONLY.) 

Order your supply now for Fall 
and Winter use before the cold 
weather is upon us. 

The Whitney Company 
143 Liberty St. New York 


. 


Duchesne Saline 
Heating Pad 
(Electric) 
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Opportunities 
Column 


SPECIAL ATTENTION—I furnish 
all kinds of Nurses, Pupils, Technicians, 
Physicians, Attendants, Internes—in fact 
ALL kinds of help for Institutions. 
Also furnish positions to all kinds of 
Nurses, oe and Institutional em- 
ployees. Jso sell and furnish physi- 
cians’ practices, locations, partnerships, 
positions, etc. Established 1904. ilt 
edge references. Special 

Idg., Omaha, 


Kniest, R. P., Peters Tr. 
Neb. 


INCINERATOR No. 2 B. for sale 
new. Apply Supt., Old 

an’s Home, 39th and Baring Street, 
Philadelphia, Pa. 


BACBONE—a book of inspiration 
which should be in every hospital. Art 
copies $1.00 each. Address S. DeWitt 
Clough & Son, 4423 No. Paulina S&t., 
Chicago. 


SUPPLY HOUSES, ATTENTION: 
Send Us a Gross Order for Jans of 
‘Neversslip” Ligature, and send 
EVERY Hospital and “Ob” and “pq” 
Physician in Your City ‘“‘Nss” Litera. 
ture, bearing YOUR ADDRESs 
ONLY. 

“Nss’” Laboratory 
Wenona, IIls. 


The men whom I have seen succeed 
best in life have always been cheerfy! 
and hopeful men, who went about their 


‘ business with a smile on their faces, and 


took the changes and chances of this 
mortal life like men, facing rough and 
smooth alike as it came. 

—Charles Kingsley, 


SIDELINE for Salesman 


calling on physicians 
and hospitals — Anm.- 
poules of Intravenous 
and Intramuscular Solu- 
tions. Liberal commis- 
sion. 


The Intra Products Co. 
DENVER, COLO. 


the United States. 


HELP WANTED— 
_ SITUATIONS DESIRED— 
EQUIPMENT NEEDED— 
Have you thought about the possibilities of the 


“Business Opportunity’’ column of The Hospital 
Buyer? Read it and make use of it. 


The rate for Want Ads is only nominal—eight 
cents a word, and it is read in every hospital in 


Address — Business Opportunity Department, 
The HOSPITAL BUYER, Chicago 


Please say ‘you saw this ad in THe Hospitat BuYErR 
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A Condensed, Descriptive 
List for Hospitals 
of Drugs and Dispensary 
Supplies 


List No. Item 
1201 Acetanilid (Aromatic) rs. 5 


Tablets, uncoated. Bottles of 
1,000. Also in bulk lots. 

1291 Acriflavine, Powder.* Package of 
25 grams. 

1311 Acriflavine, Tablets,* grs. 0.46. 
Bottles of 100. 

1347 Acriflavine, Tablets, grs. 0.46. 
Coated tablets. Bottles of 1,000. 
Now highly esteemed as an ir- 
rigant for gonorrhea. Also used 
by injection. A good germicide 
for wound treatments, since it 
does not inhibit phagocytosis. ut 4 
mouth, coated tablets serve well 
as a urinary antiseptic. Our salt, 
suitable for either purpose, more 
than meets the official tests for 


purity. 
261 Alkaline and Antiseptic (Seiler) 
Tablets, uncoated. . Bottles of 


500; and in bulk. 


1357 Amidopyrine (introduced as pyra- 
midon). Tablets, grs. 5. In 
bottles of 100 and in bulk. For 

adaches, migraines, neuralgias, 
etc. Anodyne effect more pro- 
longed than that of most coaltar 
drugs. Less depressant. Highly 
regarded in Europe. 


1330 Aneskreme.* 1-ounce tubes; 1- 
pound cans. 
Ointment containing Anesthesin 
(1%) with sodium borate, men- 
thol, thymol, camphor, etc. 

applicatien for nasal catarrh, 
rhinitis, head-colds, hay fever; 
also for pruritus, urticaria, chil- 
blains and itching piles. 


1331 Anespray.* 4-ounce bottles. 
An excellent spray solution for 
use in the throat and nasal pass- 


ages, applied with an atomizer 
(for oils) or a nebulizer. Promptly 
relieves inflammation, local irri- 


tation and pain. 


1266 Anesthesin, Powder.* 
and 4-ounce packages. 

A surface analgesic, relieving 

in and irritation by benumb- 

ing sensory nerve-endings. Un- 
like cocaine it is of low toxicity 
and virtually harmless. Applied 

as a dusting powder to wounds, 

leg ulcers, etc.; to the throat by 
insufflation; in eczema, urticaria, 
piles, etc., as an ointment in 
petroleum jelly (20 = 


In ounce 


s. to 
of alive oll (3%); and. 
so 
sup 3. 


We cannot make all the 
Chocolate and Cocoa, so 
we make only the best. 


For Economy’s 


Sake 


BUY DIRECT 
Bischoff’s Pure Food 


Cocoas and Chocolate 
BULK 


Cocoa, ten-pound to two 
hundred-pound containers. 


Chocolate one hundred- 
pound cases. 


F. BISCHOFF, INC. 


148 Sends St: Brooklyn, N. Y. 


Deane 


are reognized 
throughout the 
hospital world 
as staidard 
equipnent. 
Their kiown 
safety in op- 
eration and 
efficiency nat- 
urally com- 
mend then to 
those who in-: 
vestigate tlor- 
oughly befrre 
purchasing, 
We invite tie 
most rigid ih- 
spection. 


Send for Ster. 
ilizer Blue 
Book 


Bramhal' Deane Co. 
263 B Wet 36th Street 


NEW YORK 


Representec in Canada by 
INGRAM &BELL, LTD. 
Toronto ad Calgary 
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1275 Anesthesin-Calcidin Troches.* Bot- 


tles of 500 and 1,000; also in bulk. 
Each troche or pe contains : 
alcidin, 
1/3; extract a- 
vors. Promptly effective in throat 
irritations, hacking coughs, 
before surgical work on the 
throat, to — gagging. 


Antiseptic, i (Mercuric 
Chloride) "Tablets, colored green. 
Bottles of 1,000; and in bulk. 


Argyn, Powder.* In pound and 
= uarter-pound packages. 

best of silver preparations. 
Contains more than 25% of silver 
in colloidal form. Readily miscible 
with wafer, yielding a fresh and 
effective solution as wanted, for 


instillation, injection or appica- 
on swabs or tampons. Un- 
irritant in the eye or urethra. 


Aromatic Chlorazene ag In 
razene (which see a 


ne geval and 

leasatt in 

“D. RL" All 
ie, 

standard 


548 ulphate, gr. 1/100, 


‘ablets. Tubes o! 
In dozens or hundred. 


1169 Powder.* In 1 and 5- 


1171 


pound packages. 


Barbital Tablets,* grs. 5. Bottles 
of 1,000. Cans of #000 or more. 
Hypnotic and sedative. Intro- 
ced as veronal and onc wholly 
imported. We are now naking it 
in large quantities for ‘he home 
ession. The genuiie drug, 
equal to any whatever ts source. 
A eouncil-passed item. 


Barbital-Sodium, Powda. In 1 
and 5-pound packages. 


Tabkts, grs. 5. 
es of 500 and 1,010 

New benzyl compound ore ef- 
fective as an antismsmodic (in 
pain due to spasm) tian the ben- 
zoate. Almost tasteles. Not likely 
to cause epigastric dstress. 


Boracic Acid, grs. § Tablets, un- 
coated. Bottles of 1 ,000; -_ in 
bulk lots. 


Buttermilk Tabets, 
hig 

actic-acid culure, especia 
for making buttemilk depend: 
ently of the churn. Very con- 
venient. The waking process is 
simple. 


Butyn, Powder.‘ Package of 25 
grams. 


Bu ya, 2% Soktion.* In ounce 


New .— anethetic with impor- 
tant advantajes over cocaine, 


which it is destined to replace, 
Less is required. There is legs 
danger from toxicity. It acts 
more rapidly. Its effects are 
more “i. Solutions may 
be boiled specially useful for 
ee, since it does not dilate 

e pupil, etc. No federal nar. 
= blank needed for its pur. 
chase. 


1334 Tablets,* grs. 3. Tubes 


One tablet Rand Ce. of 
water gives a 2% sol 


Butyn and Epine hein pound,® 
ypodermic Tablets. Battle of 

100 and 

Each tablet contains: -Butyn, gr, 

1/6; epinephrin, gr. 1/1250. One 

tablet dissolved in 1 Cc. of water 

gives a 1% solution. 

Caicalith, Tablets, uncoated. Bot. 

tles of 1600 and i n bulk. 

Each tablet Calcium 

10; lithium car- 
colchicine, 

1/500; — q.s. Best 

linizing in 

lithemia, ie irritability, te- 

nesmus, etc. 

Calcidin, gr. 1,® uncoat- 

ed. Bottle of 1000 and in bulk. 

had 
gr. 


of dorm present in a 
form that is well borne by the 
stemach and quickly assimilated. 


Calomel (With 
of 1000 and 


Carbenzol 
dozen cakes. 

A cake soap carrying a rectified 
distillate of shale tar with vege- 
table oil. Excellent for shampoo- 
ing, scalp irritations, and when or- 
dinary soaps (as in some skin le- 
sions) are not permissible. 


Cascara Compound (Hinkle) No. 
1, Tablets, pmk or brown. Bot- 
tles of 1000; and in bulk lots. 


Chlorazene, Powder.® Hospital 
Package, No. 2 2, containing enough 
antiseptic to make S$ gallons of 
1% solution. Also in pounds. 


Chlorazene Tabl grs. 4.6. One 
tablet in 1 ounce of water makes a 
1% solution. Bottles of 1000; 
and in bulk lots. 
Dakin’s simplified chlorine anti- 
= is many times more power- 
against pyogenic infections 
than carbolic acid. Quicker to 
act and more thorough than mer- 
cury bichloride. Yet practically 
harmless to persons. luble in 
water. Easy to use. Effective in 
weak solutions. Best working an- 
tiseptic for wound treatment and 
for general use. 


Chlorazene Soap Powder.* In 
pound bottles. 


of 1 
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ly and Moncey 
ontiseptic 


ABBOTT LABORATORIE 
usa 


Procurable at drug stores 
or direct. Supplied by us 
in bottles containing 100, 
500 and 1000 tablets re- 
spectively, Prices quoted 
om vequest. Descriptive 
leaflet (C 828) sent. 


| 


» 


Powerful—Effective 


Practically Nontoxic 


Chlorazene has qualities which a generai 
antiseptic should possess. It is not only 
highly efficient but safe to handle. It is 
more powerful than phenol against pyogenic 
germs and quicker to act than mercury bi- 
chloride. And, at the same time, it is prac- 
tically harmless for humans, wherefore Chlo- 
razene may be entrusted tc patients without 
misgivings for use between visits whenever 
‘desired. 


For wound treatment, for gargle or 
douche, and for general office or household 
use, Chlorazene is convenient, too, as the 
busy doctor wants an every-day antiseptic 
to be. With the tablets, solutions of any 
required strength can be prepared in a few 
moments. 


Other CHLORAZENE 


Preparations 


Chiorazene Surgical Cream 
Lo tment. 


Chiorazene Surgical Powder 
A good dusting powder. In 1 


er cans. 
Chiorazene Surgical Gauze 


A 5% impregnated emergen 


gauze, In 1 and 5-yard rolls. 
Chlorazene Soap Powder 


In 2 


icy 


instruments, for sham- 


In 2-02. cans, an 


4739 Ravens- 


She Abbott 720 


LABORATORIES 


San Francisco Seattle Toronto 


Please say you saw this ad in THE HospitaL Buyer 
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1133 
1152 


1196 
1170 


Chiorazene Surgical Cream.* In 
gallons and half-gallons. | 


Chlorazene Surgical Powder.* In 
— sprinkler. cans; and in 
ulK. 


Chlorazene Surgical Gauze.® 
5-yard rolls. 
Chlorcosane.* In half-gallons and 
-gallon lots. 

Solvent for Dichloramine-T. A 
chlorinated liquefied paraffin wax 
prepared according to the method 
of Dakin and Dunham. 


Cinchophen, Powder.* In pound 
and quarter-pound packages. 


Cinchophen, Tablets,* rs. 
Bottles of 1000. 

We are the largest producers in 
America (# not in the world) of 
this drug, which was introduced 
as atophan. Council-passed; puri- 
ty guaranteed. A most effective 
uric acid eliminant. Preferable to 
the salicylates, including aspirin, 
for acute rheumatism and other 
painful conditions. Less irritant to 
the kidneys. Not so depressant. 
Codeine Sulphate, gr. %, Hypo- 
dermic Tablets. Tubes of 25. In 
dozens or hundreds. Order on 
narcotic blank. 


Compound Cathartic, U. S. P., 
Pills coated, white. Bottles of 
1000; and in bulk lots. 


Compound Licorice Powder, grs. 
20, Tablets, uncoated. Bottles of 
500; and in bulk lots. 
Dichloramine-T.* In quarter: 
und packages. 
ost powerful of the Dakin anti- 
septics. For treating badly in- 
fected wounds. Its oil solvent, 
from which it is released slowly 
as from a reservoir, permits the 
use of high concentrations (5%) 
without irritation and a prolonged 
effect. 
Digipoten.* In %-ounce packages. 
The essential of. 
talis, with milk sugar. Adjusted 
to a definite strength % the one- 
hour frog method, ne grain 
equals in therapeutic activity ten 
minims of fresh tincture. Keeps 
well in this dry form. The infu- 
sion or tincture may_ readily be 
extemporized from it, if desired. 
Digipoten,* . %, Tablets, un- 
coated. Bottles of 1000; and in 


bulk. 

Dover’s Powder, grs. 5, Tablets, 
uncoated. Bottles of 1000; and in 
bulk lots. 


Order on narcotic blank. 


Elixir Barbital-Sodium. In gallon 
bottles and in bulk. i 
Each ounce contains 20 grains of 
the hypnotic. Serves nicely for 
children and whenever a fluid is 
a. Pleasant to the taste. 
ade without alcohol. 

Elixir Benzyl Benzoate.® In gal- 
lon and hali-gallon bottles. 


The most palatable fluid f 

this antispasmodic, which 
brought forward by Macht for the 
relief of pain, dyspnea and diar. 
rhea originating from spasm. 
Emetine Hydrochloride, 
Hypodermic Tablets. 
Tubes of 12. In dozens or hun. 
dreds. 


Epsaco. In 5 and 10-pound 
Dehydrated epsom salt in quickly 
soluble powder form, with men. 
thol, thymol, phenol and methyl 
salicylate. For hot or cold com. 
presses, sponging, etc., when the 
salt is wanted for external use, 
Epinephrin Chloride Solution. In 
eunce bottles. 


A reliable sterile and isotonic 40. 
lution for 1 and internal use 
by mouth or hypodermically. Z 
Galactenzyme,* in bottles of 50 
tablets. 


A virile culture of the true Bacil- 
lus Bulgaricus recommended by 
Metchnikoff as an antiputrefac- 
tice. Implanted in the bowel, it 
enerates lactic acid. 

lonoin, 1/250, Granules, 
coated, white. ottles of 1000; 
and in bulk lots. 


1234 Gray Oil, ampules. Ip 


914 


dezens or hundreds. 


Guimethol. In 1l-ounce tubes and 
bulk lots. 

Anodyne ointment or socalled 
solid liniment containing: Guaia- 
col, methyl salicylate, menthol, 
lanolin. ‘or myalgia, neuralgia, 
lumbago, sprains, etc. 
Hexamethylenamine, grs. 5, Tab- 
lets, uncoated. Bottle of 1000; 
and in bulk. 

Hypnodyne, Tablets. Bottles of 
100; ns in bulk. 

At once hypnotic and pain-reliev- 
ing. ch tablet contains: Bar- 
bital, grs. 2; acetphenetidin, grs. 
2; caffeine citrate, gr. %. 
ompoun ermic 
Tablets. Tubes of 25. 4 dozens 
or hundreds. 

A pain-relieving hypodermic anes- 
thetic, for use with or without 
ether or chloroform. Largely 
attending delivery (twilight sleep). 
Useful in colics. Must be ordered 
on narcotic blank. 
Bottle of 


1, Tablets, uncoated. 
1000; and im bulk. 

(Powder). 
ges. 


Intestinal Antiseptic, 
In 1 and S-pound packa: 

A balanced mixture of calcium, 
sodium and zinc sulphocarbolates. 
Made in our own _ laboratories, 
these salts are all of the highest 
grade, Signally useful & bowel 
infections, after a saline purge. 
Intestinal Antiseptic, (W-A), No. 
part from friction. Easy ¢o apply; 
easy to remove. 


Nov 
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Bureau of Information 
What it is—What it dees —Where to set it 


partment of The Hospital Buyer is created for 

the benefit of hospital superintendents, 
nurses, stewards, internes, dietitians and pur- 
chasing agents in order that they might, without 
cost or loss of valuable time, secure detailed in- 
formation on any supplies, devices or equipment 
necessary for the successful operation of their 
institutions. 


This Department is in constant touch with manu- 
facturers of products for the hospital and will se- 
cure for you all descriptive literature and cata- 
logs, and, still more important, will tell you where 
you will receive quality supplies, efficient service 
and honest values. 


Should you desire information on any article not 
shown on advertisers’ pages, don’t hesitate to call 
on us, for we will gladly search to the far corners 
of the Earth to assist our subscribers and readers. 


MAIL THIS COUPON TODAY 


T per Bureau of Information—a regular de- 


Bureau of Information, 


THE HOSPITAL BUYER ; 
4739 Ravenswood Ave., Chicago. 


We are interested in items Itsted below. Give us complete infor- 
mation on these articles and tell us what manufacturers or distributers 
of these supplies The Hospital Buyer can guarantee as being thoroughly 
dependable. 


LIST ITEMS HERE: Institution 


Individual 


City 


State 


Please say you saw this ad in THE HospitaL BUYER 
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1036 — Citrate Compound, 


1335 


in am- 
pules. In dozens or hundreds. 


Izal.* In 1-gallon cans; also 5 
and 50-gallon drums. 
General disinfectant and deodor- 
ant. A milk-white emulsion of 
the higher phenols. From 10 to 
times more powerful than_car- 
bolic acid against pus organisms. 
Mixes with any water. lean to 
handle. Not dangerous to persons 
or animals. Does not stain. Odor 


- not objectionable. Unequaled for 


hospital use. 


Lubrin (Lubricant Jelly), in 3- , 


ounce tubes. 

A lubricant jelly containing .04% 
of liquor formaldehyde. ithout 
glycerin, oil or other greasy ma- 
terial. Useful on sound, specu- 
lum or examining finger. 
Mercuric Chloride, (see Antisep- 
tic, No. 1). 

Mercury Antidote, (Carter) Tab- 
lets, uncoated. Bottles of 1000; 
and in bulk. 

The most efficient known antidote 
for mercuric chloride poisoning. 
Every hospital dispensary should 
have it on hand for emergencies. 
Each tablet contains: ium 
phosphite, grs. 6; sodium acetate, 
grs. 4. 

Mercury Salicylate in Oil, with 
Procaine, in ampules. Dozens or 
hundreds. 


Monobromated Camphor, gr. 1 
Tablets, uncoated. Bottles of 
1000; and in bulk. 


Morphine Sulphate, . %, Hy- 
dermic Tablets. Tubes of 25. 
n dozens or hundreds. 

Order on narcotic blank. 
Neoarsphenamine, “D. R. L.”* 
All standard dosages. 


Neocinchophen,* 5 grs. Tablets. 
Bottles of 500 and 1000. 
Neocinchophen,* Powder. In 
pound packages. 

Not likely to irritate the stomach. 
May usually be given without al- 
kalies, Uses same as Cinchophen 
(which see). 


Neutral Sodium Soap. 
and half-gallons. 

A liquid soap originated by Car- 
rel and his associates of the 
Rockefeller Institute. Made only 
from vegetable oil. Positively free 
from alkali. Excellent for cleans- 
ing open wounds, operating sites, 
as a hand soap and otherwise. 


Parresine-* Cartons of 2 half- 
pound cakes and in bulk lots. 

A wax-film application for burns, 
leg ulcers, chilblains, etc. Com- 
pound of paraffin and certain 
waxes, with 2% eucalyptol. In 
cakes. Cleanest for everyday 
emergency use and quickest to re- 
lieve pain. Protects the inj 
part from friction. Easy to apply; 
easy to remove. 


In galions 


i Potassium Bromide, 


1188 Parresined Lace-Mesh* (Surgica 


Dressing). 10 and 50-yard roll, 
An expedient for preventing gauz 
from sticking to wound or ji. 
cision. Makes dressing easy. Saye, 
time for doctors and nurses, Ap. 
preciated by the patient. Facil. 
tates healing. For burns, cer. 
buncles, bedsores, ulcers and 
wounds generally. 


Petrochondrin.* In 5 and 10-gal. 
lon lots. 

A flavored mineral oil emulsion, 
Affords the oil without the oily 
taste, which many persons object 
to. For chronic constipation, ag a 
change from cathartics. Also 
good vehicle for many drugs. 


Physiologic Saline Solution, T, 
lets. Bottles of 500; and in tit 


Pituitary Solution,* 20% (full 
strength) in Ampules. In dozen 
or hundreds. 

Reliable; made from fresh ox 
glands; standardized by tests 
upon the isolated uterus of, virgin 
guinea-pigs. Sterile, but without 
preservatives. 


s. 5, Tab- 
lets, uncoated. Bottles of 1000; 


and in bulk 


Potassium Permanganate, grs. 5, 
‘ablets, uncoated. Bottles 
1000; and in bulk. 


Procaine, Powder.* In _ quarter- 
pound packages. 3 


Procaine,* gr. 1/3, with Epineph- 
rin, Hypodermic Tablets. Tabe 
of 20. In dozens or hundreds. 

Local anesthetic considerably less 
toxic than cocaine, while equally 
efficient for injection work. Pre. 
ferred by careful operators. Intro. 
duced as novocaine. No narcotic 
blank required when ordering. 


Proflavine, Powder.* Package of 
25 grams. 

Chemically allied to Acriflavine. 
Said to serve the same purposes 
equally well. Not quite so quick 
to dissolve but cheaper, and in 
ointments or pastes generally pre. 
ferred. 


Rubefacient Ointment, in 1-ounce 
tubes; also 1 and 5-pound cans. 


A counterirritant applica- 

tion. Effective without blist 

if properly used. Contains: 

of turpentine, cloves, mustard, 

guaiacol; camphor, menthol, oleo 
resin capsicum. 

Saline Laxative.* In 5 and 10 
und cans. 
psom salt without its villain 

ous taste and irritating imputi- 

ties. In palatable, effervescent 
form. Seldom gripes. ) an ink 
tial purge, prior to operations, to 

follow calomel, etc., should b 

used in place of the plain salt. 


Saline Solution Tablets. (Se 
Physiologic Saline Solution). 
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5 1045 Sodium Cacodylate, ars. 

322 Sodium Bromide, Tablets 
uncoated. Bottles “a and 
in bulk. 

§84 Sodoxylin,* (Sodium and Xan- 

thoxyloid Compound). In 5 and 
10-pound lots, 
Each grains contains: sodtum 
sulpha grs. ag? sodium bicar- 
bona gers. 20; colchicine, gr. 
17500 5 ” juglandoid, gr. 1/6; xan- 
thoxyloid, gr. 1/6; aromatics. Ant- 
acid. Hepatic stimulant. Intes- 
tinal antiseptic. Useful against 
acidosis however manifested. Al- 
most specific in gastric acidity. 

1904 Sterilac.* In 5-pound lots. 
Sterilizer and deodorant, virtually 
nonpoisonous, leaving no offensive 
taste nor odor in its trail, Effi- 
cient and safe for use in kitchens, 
pantries and wherever food is 
stored or handled. A powder con- 
taining the water-soluble chlora- 


mines. Economical. The user 
supplies the water. 

689 Strychnine Sulphate, 
i Tablets. Tubes of 


25. In dozens or hundreds. 


408 Taenicide, in 2-ounce bottles; also 
i-dram capsules, one dozen in 


box. 

Surest tape-worm expellent 
contrived. Usually brings the pa.- 
asite at first trial, head and all. 
In use for years. 

Bacterins® (Bacterial Vaccines). 

All those in common use; pro- 
duced under the best possible 
laboratory conditions. In sealed 
glass ampules, 6 in a box, and 
20-Ce; bulk containers. Uniform 
prices for 


Prices quoted for 
any of the foregoing 
items on request. Lib- 
eral discounts al- 
lowed, especially on 
bulk quantities. Leaf- - 
lets dealing with 
items marked (*) 
will be sent to all in- 
terested hospital buy- | 
ers. 


THE ABBOTT 
LABORATORIES 
4757 Ravenswood Ave. 

CHICAGO, ILL. 


ASBESTOS 


Pipe Coverings 


Our coverings will last as 
long as your pipes and 
save each year their full 
cost in fuel. 


We make coverings for 
all classes of pipes and 
boilers steam, hot and 
cold water, refrigeration, 
hot air, etc. 


Write us now. Samples 
on request. 
Acme Asbestos 


Covering & Supply Co. 


212 N. Elizabeth St. 
CHICAGO 


Dress Babies 
Witheut 
Pins or 
Buttons 
All garments 


fastened with 
twistless tape. 


Write for com- 
plete outfit for 
Class work. 


Special prices 
on all 


Write for the perfect Binder 
flexible and easily a applied and 
our book, “Baby’s Outfit.” 


Earnshaw Sales Co. 
325 W. Jackson Blvd. 
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A few recent repeat 
orders from old cus. 
tomers— 


Johns Hopkins Hospital 
Buffalo City Hospital 

Cleveland City Hospital 
Detroit St. Mary’s Hos. 


pita 
Cincinnati Christ’s Hos. 


pi 
State Hospi- 4 


Y County 
ou Want Chicago Presbyterian 
Perfect Sterilization 

—such as these hospitals have 


Even when you select AMERICAN equipment for } 
the first time, you know that you are safe—be- i 
cause hospitals like these would not reorder 
AMERICAN equipment again and again, unless ; 
they were satisfied that they have the best. t 
“Repeat orders” from all of these institutions 
; prove that they are getting sterilizers that serve 
+ year after year without deterioration. AMERICAN 
equipment has always been constructed exclu- 
sively of brass, bronze and copper, the “‘everlast- 
ing metals.” 
2 In many other ways, AMERICAN equipment is 
several long steps ahead. It is your assurance of 
permanent safety for attendants, as well as per- 
fect sterilization to protect the patients. 
Catalog sent gladly on request. 


; AMERICAN STERILIZER CO. 
ERIE, PA. 


Pioneers in the use of the higher pressures and vacuums 
which insure perfect sterilization. 


Eastern Sales Office: 200 Fifth Avenue, New York 


AMERICAN 


American pack+ 
less valves 
} guard against 
leaks and elim. 
inate frequent 


Sterilizers 


and Disinfectors 


Please say you saw this ad in Tue Hospirat Buyer 
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The hospital can do 
fifty per cent of its 
x-ray work with a 
properly designed and 
equipped Mobile Unit 
like the Meyer. This 
apparatus is in a class 
by itself for efficiency 
and will deliver x-ray 
energy with an inten- 
sity which will put 
many a larger appa- 
ratus to shame. 


Every apparatus is 
tested and standard- 
ized with an intensime- 
ter, a new instrument for determining the effi- 
ciency of tubes and apparatus. It reads, not 
kilovolts or milliamperes, but x-ray intensity. 


The price is right. 


The bulletin describing it is yours for the asking. 


164614 Girard Street Chicago, Illinois 
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The Ultimate Perfection of a Proven Therapy 


The introduction of the 
New Burdick Quartz Lamp 
marks a distinct step for- 
ward in the production of 
apparatus for heliotherapy. 
The following are some of 
the outstanding features of 
the New Burdick Quartz 
Lamp: 


AUTOMATIC STARTING 
DEVICE 


Operating on the pre- 
heating principle and auto- 
matically establishing the 
mercury vapor are without 
any tilting of the burner, 
preventing mechanical 
shock, adding to burner life, 
and establishing the arc 
stream at full efficiency in 
from two to three minutes, 
rather than the twelve to 
fifteen minutes previously 
required. 


SPECIAL QUARTZ 
GENERATOR 

In the specially con- 
structed tube used in Bur- 
dick equipment there has 
been perfected a burner of 
long life—rich in Ultra-vio- 
let wave lengths of thera- 
peutic value. 


UNIVERSAL ADAPTER 

Permitting the attach- 
ment of applicators for air- 
cooled or water-cooled lamps 
interchangeably. 

Other outstanding fea- 
tures are the Counterbalance, Rotary Casing, Roller Bearing Extension 
Arm, Ball Bearing Swivel Unit and Mobile Base—all important improve- 
ments which are fully explained in the literature. 

The New Burdick Quartz Lamp is constructed to live up to the well 
known Burdick reputation. It is backed by Burdick responsibility and 
service, and the physician contemplating the purchase of actinotherapy 
apparatus must consider the Burdick. 

The New Burdick Quartz Lamp is provided in air or water-cooled 
style and for direct or alternating current. When writing for informa- 
tion, please indicate in which you are particularly interested. 

CHICAGO LABORATORY AND LIGHT CLINIC 

For the convenience of Physicians in Chicago and vicinity, we have 
opened up a new Burdick Research Laboratory and Light Clinic at 614 
South Ashland Blvd., Chicago, where the whole building will be devoted 
to the display and demonstration of Light Therapy Apparatus and Tech- 
nique. A competent physician will be in attendance and a cordial wel- 
come is extended to physicians desiring either service or information. 


BURDICK CABINET CO. 
1450 Atlantic Ave., Milton, Wis. 
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